foreword 


Three  years  ago,  in  September  of 
194(),  we  met  for  the  first  time  in  Roshn- 
dale  High  Scliool.  We  were  strangers  to 
each  other  and  to  the  school,  hut  tlie 
months  that  followed  changed  all  that, 
and  l)y  the  end  of  our  soj^homore  year  we 
were  one  unit,  an  integral  })art  of  Ros- 
lindale's  scholastic  system. 

Our  junior  year  was  one  of  or- 
ganization and  preparation;  it  seemed  to 
last  an  eternity.  June  finally  came, 
howeyer,  and  we  were  ready  for  that 
biggest  of  years — our  senior  year. 

Now,  with  the  life  of  the  Class  of 
lOJ'O  nearly  oyer,  we  haye  compiled  the 
memories  of  our  accomplishments  into 
tangible  proof  of  our  existence  in  a 
heedless  world.  So,  as  you  browse 
through  the  pages  of  our  Yearbook,  you 
will  Idealize  that  this  is  l)oth  a  record  and 
a  symbol  of  the  Class  of  1949. 
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ROSLINDALE,  MASSACHUSETTS 


THOMAS  F.  GATELY 


OUR  HEAD  MASTER 


Zo  the  Class  of  1949 


YoM,  the  meiiiber.s  of  the  Class  of  1949,  lioslindale  High  School,  will 
aliraijs  hold  a  vmrm  spot  in  my  heart  because  you  are  my  first  (jraduutiruj  class. 

You  have  had  the  unique  experience  of  having  a  different  Head  Master 
each  year  of  your  stay  in  this  school.  Yoxr  sophomore  year  was  spent  under  the  guid- 
ance of  the  organizer  of  the  school,  Mr.  Ambrose  H.  Warren.  You  irere  destined  to 
spend  too  little  time  with  him  to  become  intimately  ac(iuai nted  with  this  learned  and 
kindly  educator  and  admini.s-trafor.  In  your  junior  year,  yon  were  under  the  guidance 
of  Mr.  Gerald  F .  Coughlin,  whose  achievements  merited  for  him  recognition  in  educa- 
tional circles.  His  advancement  to  high  office  in  our  Bo.'iton  school  system  took 
him  from  you  so  (juickly  that  i/ou  had  only  a  brief  time  in  which  to  benefit  from  his 
fine  leadership  and  scholarly  influence. 

As  the  third  Head  Master  in  this,  your  senior  and  last  year  of  high 
school  life,  may  I  cvpress  to  you  my  gratitude  for  the  immense  amount  of  pleasure 
and  satisfaction  you  have  given  to  me  by  your  scholastic  accomplishments,  your 
charitable  enterprises,  and  your  excellent  contributions  to  the  prestige  of  our  school. 

Yoitr  work  is  accom plishcd ;  your  task-  is  done.  Thus  far  you  hare  made 
your  journey  through  high  school  as  a  group,  but  now  the  time  has  come  for  each  of 
you  to  make  his  way  alone.  Thai  your  paths  u-ill  be  directed  to  great  accomplishments 
I  do  not  doubt.  There  arc  .still  in  America,  and  in  the  world  at  large,  many  golden 
opportunities  for  success.  As  a  result  of  the  e.vcellent  work  of  your  teachers,  combined 
with  your  oicn  study  and  activities,  you  have  the  foundation  necessary  for  the  attain- 
ment of  whatever  goals  you  may  seek.  Such  attainment  requires  only  perseverance, 
initiative,  and  the  seriousness  of  piirposc  that  will  come  with  maturity. 

This  little  volume  will  in  future  years  recall  to  you  pleasing  anecdotes, 
■stirring  moments,  and  happy  associations.  It  will  serve  to  carry  you  back  in  memory 
to  Roslindale  High  School,  your  Alma  Mater. 

To  every  one  of  you  I  e.rtend  my  heartiest  congratulations  and  best  wishes 
that  success  will  crown  your  efforts. 

Thomas  F .  (lately.  Head  Ma.ster 
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HEADS  OF 


III  .  I  ^  .  l;  I  ■!  iM  .  Waltek  v.  O'Bkien 


AxASTAsi.v  B.  Connor 


Grace  N.  Aznive 


Mary  C.       \  im\ 


M  All  IE  C.  I'L  AN  NELLY 


LoRETTA  J.  BuKKE 


Matilda  E.  Cogan 


I'iTHEL  S.  FlETCIIEH 


Cari,  K.  (Iahele 


AnTOMO  I;.  1'.  Do.NAUIO 


Charles  W.  (  Ilkason 


DEPARTMENTS 


WiLLi.\M  E.  O'Connor  Tiioma- A.  Pickett  Mary  Tolanu 


G.  Pauline  Gordon  Emma  L.  Gr.andfield 


ROSLYN  CHAPTER. 
NATIONAL  HONOR  SOCIETY 

Sealed:  James  C'avanaiigh.  Ann  Green  • 
Delores  Namaksy.  Repina  Riclianls.  Paul 
Hamlet.  Slaiuliiig:  Janet  Johnson  \nn 
McNulty.  Joan  Stait),  Diana  Hamaty 
Mane  Jacolisen.  Lorraine  Karam.  Vera 
Bogacli.  Shirley  Conza.  Marv  Ann  Barra 
Rose  Marie  Eppolito,  Ruth  Topjian,  Marie 
hiore.  Araxy  Sergenian.  Jeanne  Donoghne 
Paula  \  ogel.  Patricia  Carr.  Vera  Heinenian' 
Jane  Pearson.  Virginia  Lamb,  Claire  l)e" 
laney. 


(jreen. 
Janice 
Mayo. 
Louise 


DEB.\TING  CLUB 

Front  Riiie:  Janet  Silva.  Patricia  Power. 
Evelyn    Eitzgerald.    Lois    Brenner.  .\nn 
Mary   Phalen.   Marilyn  Murpliy. 
Wolf,    Vera    Heinenian,  Marilyn 
Second    Ro}e :    Constance  Neas, 

 Ball,    Nancy    Donohue,  Barbara 

Conway,  Jeanne  Donoghue,  Joan  Mcln- 
tosli.  Joan  (ionnella.  Kathryn  Fairbanks. 
Lilliah  Basile.  F^ileen  Marzilli.  Joanne  (Jra- 
valese,  Barbara  I'rlass,  .Mice  McDevitt. 
Third  Row:  Patricia  Carr,  Barbara  Oakes, 
Joan  O'Leary,  Richard  D'Entremont, 
Bruce  Worthley,  Thomas  McKinnon, 
Francis  Sweeney.  Luther  Durgin.  Margaret 
Haley,  Nancy  White. 


KEY  CLUB 

Front  Roir:  Paul  Donoghue,  James  Brooks, 
Francis  Sweeney,  Joseph  Murphy,  Jnnies 
Cavanaugh,  .\lbert  Beaton,  Frank  Kanne- 
geiser.  Second  Row:  James  Blailes.  Ronalil 
Trethewey.  Roliert  Niven,  (ierarti  Sulli- 
van. Victor  Kazaka,  Edward  Harms.  John 
Shears,  Charles  White.  Third  Row:  Foster 
Vcadon.  Charles  WiM,  Paul  Handet,  Wil- 
liam Hall.  Richard  McLaughlin.  James 
i{ose.  James  Moran.  Ra.vmond  Woo. 


TATTLER  REPRESENTATIVES 

Front  Row:  Phyllis  Coinenu.  Mary  Shan- 
non. Joan  (iar\-ey.  Vera  Heinenian.  Pa- 
tricia Dcjyie,  Dorotliy  Walter,  Mary  Lou 
Sullivan.  Patricia  Beck.  Second  Row: 
P>dith  ("rawforrl.  Marie  I)e  Christoforo, 
.Joanne  Kelley.  Klaine  Payson.  William 
Hiird.  Edward  Maroney,  .Joanne  Fellow.«. 
.Joan  Mclnto.sh.  Eleanor  Kilduff.  Thinl 
Roll- :  .\nora  I^ougee,  .Joan  Stail>.  .James 
f'avanaugh.  Philip  Fassnaclit.  Walter 
Wood,  Kenneth  Kranefuss.  .lames  Brooks, 
James  Montgomery,  Virginia  De  .\ngelis. 


JUNIOR  RED  CROSS 
REPRESENTATIVES 

Front  Rnv :  Sylvia  Vrattos.  .\nn  Green. 
Marilyn  Mayo.  Constance  Adams.  William 
Hill.  Barbara  .\nderson.  Patricia  Power. 
Lois  Brenner.  .Jane  liiggins,  I^orraine 
Poirier.  Seconil  Row:  Anne  Carter,  .June 
Saba.  Marilyn  Earraha.  .Joanne  Gravalese. 
Patricia  Sullivan.  Lorraine  Williams,  Kay 
Lakis,  Elizabeth  I^ong,  Marjorie  Benway, 
.\nn  Frenere.  June  Molway.  Third  Row: 
Claire  Delaney,  Victor  Kazaka.  James 
Rush,  Peter  Ashjian,  FIdward  Evangelista, 
Francis  Sweeney,  .\nora  Lougee,  Elizabeth 
Malta. 


TATTLER  STAFF 

Front  Row:  Robert  Travers.  Vera  Heine- 
man,  Gerard  Sullivan,  Barbara  Oakes, 
William  Hall,  Patricia  Carr.  Delores 
Nemaksy,  James  Cavanaugh,  .\nita  Ciar- 
lone,  Marcia  Parry,  Raymond  Higgins. 
Second  Row:  Jacqueline  Daley,  Nancy 
Donohue,  Janet  McNeil,  June  McDonougli, 
Mary  Locklin.  Jane  Sullivan,  Patricia 
Riley,  Ruth  Topjian,  Paula  Vogel,  Sliirley 
Conza,  Janice  Maloof,  Louise  Aronian, 
Marie  Giuggio,  Louise  (iavin,  .\nn  Richard- 
son, .\nn  Green.  Third  Row:  Bradford 
Gaye,  Charles  Abbott,  Paul  Hamlet,  Doro- 
thy Monahan,  Ann  McNulty,  Janet  John- 
son, Thomas  Pinkhani,  Victor  Kazaka, 
Peter  Stark,  Barbara  MacBride,  Vera 
Bogach,  Margery  Johnson.  Joan  Steele, 
Regina  Richards.  Peter  Ashjian,  Donald 
Thatcher.  Fourth  Row:  Joan  O'Leary, 
Mary  Urban,  Marie  Borges,  Joan  Mc- 
Grady,  Dorothy  MacKinnon,  Dorothy 
Islas,  Marie  Jacobsen,  Robert  Lee,  Joan 
Staib,  Sylvia  Peterson,  Catherine  Parlce, 
Jeanne  Donoghue,  Mary  Rowley. 


GIRLS'  GLEE  CLUB 

Front  Roit:  Lorraine  Karani,  Barbara 
(iuinan,  Priscilla  Praught,  Anora  Lougee, 
Margaret  ricrolo,  Roberta  (Ireen.  Marilyn 
Mayi),  Vera  Bogach.  Evelyn  Fitzgerald. 
Mary  Harnett,  Ruth  Topjian.  Paula  Vogel. 
Svlvia  Vrattos.  farolc  Shiblej .  Diana 
Ha  maty.  SccojkI  Roir :  Catherine  Fish. 
Joan  Kohler,  .loanne  Burk.  N'aney  Bernini. 
Marilyn  Smith,  Carol  Straut.  Mildred 
Early.  Cynthia  Shaw.  .June  Duenimling. 
Evelyn  Hunter.  .\nn  Luke.  Margaret 
Diehl,  Marjorie  Benway.  Marion  Carle. 
Louise  (iavin.  .lean  (iale.  Virginia  Cosgro. 
Bernice  N'ar.silf.  .Vudrey  Burton,  Mary 
Burke.  Carol  Johnson.  Thi)(I  Row:  .\liee 
McLeod.  Eleanor  KildufT.  Martha  Thomas. 
.Vurolyn  Thayer.  Phyllis  Cain.  Constanee 
Lamprey.  Paula  Hubbard.  Ernestine  Pas- 
(juale.  Mar\-  Case.v.  June  Molwa.v.  Joanne 
Krim.  Shirley  Conza.  Patrieia  Chisholm. 
Patricia  Butier.  P'ileen  Marzilli.  Marilyn 
Collins.  Kay  Lakis.  Jane  Diggin.s.  Fnurlh 
Run-:  Mary  Harney,  .\udrey  DeMers. 
>Lir.v  Rowlev.  Mildred  iLack.  Jane  Pear- 
son. Eleanor  Dunner.  .\udre.v  Bohling. 
Marilyn  Trask.  F'ranoes  Mullin,  Carolyn 
Longley,  Patrieia  Sullivan. 


ITALIAN  CLUB 

Frnnl  Roic :  Bernice  Narsiff.  Dolores  Di 
Rienzo.  Edith  Hallet,  Elizabeth  Colella. 
Celestine  Basile,  Ruth  Sarrobino.  Theodore 
Vozzella.  Secniid  Row:  Christine  Del 
(laizo.  .\ngelo  Lepore.  Janet  Le  May. 
Robert  Fasano.  Edward  Eyangelista. 
James  Susi,  Barbara  Romanski.  Carolyn 
Wallone,  .\nn  .\rcaro,  Ernestine  Pas<iuale. 


BOYS'  GLEE  CLUB 

Front  Row:  Neil  Cronin.  Ronald  l.uiid- 
bergh,  Charles  Wild.  Joseph  Murphy. 
Robert  Niven.  Richard  Puorro.  John  Sliat- 
tuik.  Srronil  Row:  John  Donaghue, 
Richard  Christenson,  Rol)ert  Berrinpi  r, 
John  Dunford,  Foster  Yeadon.  Jame.s  Di 
IMiillipo.  James  Kirkpatri<  k. 


CADET  OFFICERS 

Front  Row:  Neil  Cronin,  Paul  McBrian, 
William  Hall,  James  Kelley,  Donald 
Thatcher,  Thomas  Vozella,  Riilianl  (iili- 
bons.  Second  Row:  Richard  Krecley,  Philip 
Fassnacht,  Charles  Killoy,  Raymond  Hif;- 
gins,  Ricliard  De  Giacomo.  Third  Row  : 
Paul  Robertson,  Foster  Yeadon,  Robert 
Lundberg,  Paul  Sevoian. 


SPANISH  CLUB 

Front  Row:  Lorraine  Aurlair,  Lois  Brenner. 
Evelyn  Fitzgerald,  Sylvia  Vratlos.  Joan 
Mcintosh,  Sharon  Sheldon,  Mary  Phalcn, 
Joan  Gonnella.  Marilyn  Murphy,  Janice 
Wolf.  Second  Row:  Patricia  Power.  Anne 
Carter,  .\ra.v  Sergenian,  Elizabeth  Malta, 
Regina  Richards,  Carol  Johnson,  Elaine 
Phillips.  Ilene  Laskiewich,  Marie  Giuggio. 
Third  Row:  Barbara  Oakes,  Joan  Staib, 
Clare  Delaney,  Gerard  Sullivan,  William 
Kenney,  Francis  Sweeney,  Lorraine  Wil- 
liams, Alice  MacLeod.  Frances  Mullin. 
Fourth  Roic:  Richard  De  Giacomo.  Irene 
Cusack,  Paul  Hamlet,  Eleanor  Dunner. 
William  Hall,  Virginia  Lamb,  Paul  Sevoian. 


FRENCH  CLUB 

Front  Row:  Mary  Harnett,  Evelyn  Fitz- 
gerald, Lois  Brenner,  Evelyn  Hunter, 
.\lhert  Beaton,  Vera  Heineman,  Ruth  Top- 
jian,  Paula  Vogel,  Carole  Shibley,  Doris 
Comeau,  Mary  Shannon,  Joan  Garvc.\-. 
Second  Eow:  Cynthia  Shaw,  Cecilia  Kd- 
gallon,  June  McDonough,  .\nn  Cogliano. 
Joan  Caulfield,  Janice  Maloof,  Lorraine 
.\uclair,  Sharon  Sheldon,  Janet  Silva,  .Vnn 
Luke,  Margaret  Diehl,  Janet  Dufresne. 
Shirley  Conza.  Third  Roir :  James  Blades. 
Lawrence  Bumpus,  Vera  Bogach,  Roberta 
Green,  Claire  O'Donnell,  .Vraxy  Sergenian. 
Delores  Nemaksy,  .Marilyn  Flood,  J(din 
Donahue,  Joan  ^IcIntosh,  Paula  Hubbard, 
Constance  Lamprey,  Constance  Page,  Pa- 
tricia Carr,  Jane  Ferry,  James  Sullivan. 
Fourth  Ron-;  Paul  Hutchinson,  James 
Cavanaugh,  James  Montgomery,  Jane 
Pearson.  Paul  Hamlet,  Eleanor  Dunner, 
Irene  Cusack,  Virginia  Lamb,  Joan 
O'Leary,  Carolyn  Longley,  .Vudrey  l)c 
Mers. 


□ 


ORCHESTRA 

/■'rant  Itnir:  Lorrairic  Au<lair.  Klcjinor 
Diinncr.  Alice  M  l.rixl .  K.lilh  Uallet 
liriKc  Wortlilcy.  .hinct  l.c.Mav,  Mary' 
Hanu'tl.  Cariilc  Dunliain.  nnet  ti'  Xick 
iTsoli.  Siriind  Hiiir:  Kichard  ( 'hrisi  ianson 
•losepli  Murphy,  Hichanl  I'lmrro.  H,)hcrl 
HcrrinKcr,  l.yU-  l,Ili)n,,ncilicu,  Marv 
liowlcy,  Alljort  Beaton,  ,Marria  Parr.v, 
I- recleri<  k  Dorgan,  John  Donaliue,  Henr.v 
Ia\oiieIii. 


BAND 

I-'trsI  Filr:  Jolin  Donaliue,  James  Coopin. 
l{i(  haril  Puorro,  Frank  Kannegie.ser,  Daviii 
I'ike.  Ho!)ert  N'iven,  Rob  Talanian. 
Sii-oikI  Filr:  Cerald  Connellv.  I.eo  Sliea 
Uiinald  Tretheway,  Bruce  Worthlev' 
Douglas  Jones,  Charles  Wild.  Third  Fll'i  '- 
James  Healy,  Marshal  Mvors,  Richard 
Mullaney,  Fred  Dorgan,  Hichard  Cliris- 
tianson,  Kihvard  Dailey.  Fimrlh  Fih-: 
Mark  Crockett,  David  Van  Ham,  (ieorge 
N'oel,  Joseph  Jenks,  Paul  (Jillis,  Joseph 
Murphy. 


DRUM  AND  BUGLE  CORPS 

Front  Row:  Donald  I,a  Rosa,  (lerald  Rum 
lios,  Robert  Norton,  Roliert  Cameron, 
R(il)erl  (Irandfield,  Ralph  Ciavatlone. 
Si  rami  Itiiir :  Lawrence  Bunipus.  I'hilip 
Dciherty.  Henry  Cataldo,  Paul  Nocca, 
Richard  .Mullen,  James  Di  Pliillipo,  .Viilh- 
ony  Nicotcra,  James  Kellc\ . 


FOOTBALL  TEAM 

l-'riHil  Roll-:  l.co  Lynns.  liuildy  Rnlirliarlier, 
.Hill  Tnlbiit.  Boll  Cmilcy.  Knink  Dmiovan, 
Paul  Hrcnnan.  I'ftcr  Karas.  Hi-liry  Cataldo, 
.lini  Montgiiniery.  Paul  Roelic,  (icdrse 
Noel.  Second  lioir :  Mr.  Downey.  Mr. 
Hartin.  .\nothy  Nicntcra.  Hilly  Lyons, 
U'cliaril  Krecley.  Roliert  Harms,  .lack 
i)unford.  \Villy  ('ronin.  .lames  Cavanaiifili. 
Hav  Hit'cins,  Norman  Drews.  Mr.  ("lately, 
Mr.  Murray.  Thir.l  Rnw :  (ieor^e  Klynn. 
.iini  White.  Paul  Huteliinson.  (ierald 
Swcenev.  Hill  Keiiney.  .Limes  Sullivan, 
(Ierald  Kumhos.  Charles  Reilly. 


TRACK  TEAM 


Front  Row:  Fred  (irant,  Robert  Chris- 
ten.sen.  Rirhard  I'ein,  Robert  (_!omer, 
.lames  ("avanauph.  William  Kenney, 
Charles  Riley,  Sam  De  Nallo,  Kenneth 
Kranefus.s.  Second  Roir:  Mr.  Murray.  Mr. 
(lately,  Frank  (iately,  Tlionias  liurkley, 
F'dward  IJrennan,  .lohn  NarsifT,  Tlinmas 
Kerripan,  .lames  Sullivan,  (leorpe  Noel 
i  M  iiiiai/iT ) .  Third  Roir:  Robert  Keefe, 
Thomas  Pinkham,  Robert  Bernardo,  Rich- 
ard Anderson,  Norman  Drews,  James 
White,  Thomas  Moylan. 


/ 
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Maureen  Hanloii  and  ('lii|)s  Chishohn 
"For  he'ti  a  jollii  good  j'elloir" 

Mary  Rowley  and  Paul  Hamlet 

' 'Ereri/bofh/ ' s  s ireeth eari" 

Maiy  Harnett  and  Al  Beaton 
"With  a  soil  (J  ill  mil  heart" 

Mary  Rowley  and  (ierry  Sullivan 

"Going  iiiij  irai]Y" 

Pat  Carr  ami  Paul  Handet 

"After  graduation  dai/" 


Loietta  (le  Doiniiig  and  Chips  Chisholm 

"Lauyhiny  Pulka" 

Alice  D'Anielio  aiui  Jiiuiiiie  Montgomery 
"Take  me  out  to  the  ball  yaine" 

Lori  Mart  el  and  Gerry  Sullivan 

"  Poicder  your  face  iritli  sunshine" 

Mary  Locklin  and  I'aul  Hamlet 
"Artist's  life" 

Jini  de  Angelis  and  Foster  Yeadon 
"Oh,  you  beautiful  doll" 


SHINE  IN  '49 


This  is  our  Yearbook,  a  rcMuonibrance  of  tlic  class  of  1949.  Such  a  uu'iuonto 
is  perhaps  unnecessary;  for  we,  at  least,  feel  that  we  have  left  our  indelible  imprint  on 
the  life  of  our  school.  Though  the  volume  called  the  "Class  of  1949"  in  the  history  of 
Roslindale  High  School  will  soon  be  closed,  our  future  deeds  will  always  be  the  bookmark 
which  will  find  the  ])lace  again  for  those  following  in  our  footsteps. 

As  we  review  wistfully  our  high  school  days  at  Roslindale,  we  remember  many 
valuable  things.  We  remember  with  gratitude  the  efficient  guidance  and  wise  counsel 
of  our  sponsors,  Miss  ]\Iartell  and  Mr.  Hartigan,  who  have  helped  to  make  our  senior 
year  the  kind  of  year  we  h()])e(l  it  would  be. 

We  rememl)er,  with  the  satisfaction  that  comes  of  siiccessful  accomplishment, 
our  three  years  of  hard  work  in  tlu-  classroom,  on  the  ])laying  fields,  and  in  our  clul)s. 

In  the  first  ])art  of  our  book  we  have  chronicled  what  we  have  done  for  our 
school  as  we  have  worked  and  played  together;  now,  on  the  following  jiages,  we  have 
recorded  ourselves  in  the  way  in  which  we  wish  most  to  be  remembered — as  individuals. 

PAUL  HAMLET, 

President,  Class  of  19^9 


Our  Sponsors 


MISS  CLAHK  L.   M  AU  TKl-L  M  U.  WIM.IA.M  A.  IIAK'I'KJAN 


CHARLES  W.  ABBOTT 

40  Fail-view  St  ,  R(isliii<lal<' 
C'liarlic.s  aiiihitioii  is  to  1k'  an 
electrical  engineer  .  .  .  and  you 
siiouid  excuse  the  ex[)ressioii  .  . 
lie's  (juite  a  live  wire  himself  .  .  . 
lie  might  make  a  good  salesman 
.  .  .  He  )'■///  talk  if  he's  prnddiul. 
Tattler  Staff  1,  Biixincn.t  M aiiaycr. 


ROBERT  N.  ADAMS 

14-2  Wren  St.,  West  Roxhury 
Hoi)  has  an  odd  ambition  ...  to 
be  a  millionaire  .  .  .  But  we 
don't  think  it  will  bother  him 
too  much  if  he  doesn't  make  it 
.  .  .  he's  a  very  good-natured 
fellow. 

Dniin  and  Bugle  Corps  S;  Junior 
Red  Cro.tf!  Reprenentatire  1. 


BERNYCE  E.  ANDERSON 

39  Prospect  St.,  West  Koxbury 
A  lively,  irrepressible  girl  .  .  . 
with  a  spontaneous  giggle  .  .  . 
An  enthusiastic  bowler  .  .  .  Dim- 
ples has  a  yen  to  serve  Uncle 
Sam  in  the  Wave  Corps  .  .  . 
Good  luck  ...  or  should  we  say 
"Bon  Voyage?  " 

Office  S iritrhhoanl  1;  Boielint/  2. 


I,ORRAINE  M.  AUCLAIR 

1  I.';  Spring  St.,  West  l{o\bury 
i.a  petite  Lorraine  .  .  .  one  of 
I  he  mainstays  of  our  school 
orchestra  .  .  .  thinks  she  might 
like  to  lie  an  airline  hostess  .  .  . 
(  an'l  yon  just  picture  her, 
soothing  passengers  with  her 
\ioliii  lucked  underneath  her 
chin? 

Honor  Roll;  /■'rcrirli  A  ■•<.-<i- nihl  ij 
.! :  S paiii.sh  Asscuihljj  1 ;  J'renrit 
Cliih  J;  Spani.ih  Club  1; 
Orehr.ttra  i. 


MILDRED  J.  BAER 

4577  Washington  St.,  Roslindale 
Millie  likes  to  bowl  .  .  .  her 
hobby  is  decorating  .  .  .  But  if 
you  listen  closely  you  can  hear 
her  humming  ".\nchors  Aweigh" 
.  .  .  Won't  she  make  an  attractive 
Wave? 


LILLIAN  E.  BAHO 

1807  Washington  St. 

West  Roxbury 
Lil  .  .  .  pretty,  pert,  petite  .  .  . 
swims  and  dances  proficiently 
.  .  .  She's  rather  quiet,  but  her 
l)ig  dark  eyes  are  eloquent  .  .  . 
Hopes  to  do  office  work  after 
graduation. 


THERESA  G.  ARCARO 

461.5  Washington  St.,  Roslindale 
Terry  is  versatile  .  .  .  She  skates 
and  plays  the  piano  .  .  .  but  her 
goal  is  a  secretarial  position  .  .  . 
With  all  those  Honor  Roll  and 
Merit  List  certificates,  we  think 
she'll  be  a  success. 
Honor  Roll. 


PETER  R.  ASHJIAN 

334  Corey  St.,  West  Roxbury 
Pete  wants  to  be  an  engineer, 
too  .  .  .  By  the  way  he  engineers 
the  Yearbook  Staff,  he  should 
go  far  .  .  .  He's  the  guy  with  the 
good-looking  sweaters  .  .  .  and 
the  always  friendly  smile. 
Yearbook,  Associate  Editor;  Tat- 
tler Staff  1;  Dramatic  Club  1; 
Red   Cross    Representative  1; 
Track  1;  Merit  List. 


CATHERINE  A.  BAILEY 

.)!)  Westover  St.,  West  Roxbury 
Why  do  we  all  like  Kips?  .  .  . 
For  her  sunny  disposition  and 
happy-go-lucky  nature,  of  course 
.  .  .  To  live  at  Wellfleet  on  Cape 
Cod  is  her  ainliition  .  .  .  Hmmm 
.  .  .  Not  a  bad  idea. 


LOUISE  E.  BALL 

'27  Chestnut  Rd.,  West  Roxbury 
Louise  ...  of  the  silky  tresses 
and  nonchalant  air  .  .  .  hopes  to 
lieeome  a  nurse  .  .  .  Florence 
Nightingale  .  .  .  half-pint  size 
.  .  .  Hut  there's  nothing  small 
al)out  her  energy  an<l  vivacity. 
Honor  Roll:  Dehatiuy  Club' I: 
Field  Hockey  1. 


{29} 


ALBERT  E.  BEATON 

WmII.t  St.,  Rosliiulalo 
Al  is  a  talented  imisiciaii  .  .  .  he 
and  liis  troiiilxme  are  a  great 
l)air  .  .  .  He's  fiood  at  arpuineiit 
also  ...  A  great  fan  of  .Alexander 
Hamilton  .  .  .  and  we  ean  .see 
why. 

Key  Cliih  2,  SccrcUiri/ ;  French 
('lull  .',  Trrasiircr ;  Honor  Roll: 
Hand  .';  Orchestra  J;  Radio 
liroadca.st  I. 


P.VrSY  ANN  BECK 

Mantlioi-Me  Ud., 

West  Roxhur.v 
I'atsy  has  a  terrifie  sense  of 
linnior  .  .  .  an<l  we  do  mean  great 
.  .  .  Our  remembrance  of  her  will 
always  he  one  of  a  tiny,  laugh- 
ing, friendly  girl  .  .  .  You  eould 
always  take  yom  troid)les  to  her. 
Tiiltler  Reiire.feiitalirc  I ;  Dramatic 
Cliih  I:  Cheer  Lender  1;  Girls' 
Baskethall  1;  Boieling  J. 


BARBARA  A.  BELL 

1(»  Taijpan  St.,  Roslindale 
\ersatile  girl  is  Harh  .  .  .  She 
bowKs,  roller  skates  .  .  .  serves 
on  both  the  senior  council  and 
Y  earbook  stafi'  .  .  .  She  has  the 
l)ackgr()nnd  to  be  a  sensation  in 
the  business  world. 
Senior  Conncil  1;  Yearbook  Staff 
1 ;    Tattler    Represcntatirc    1 ; 
Radio    Broadcast    1;  Office 
Si(  itrhhoard  1;  Athletic  Asso- 
cialinn  Ri' presental i re  1 ;  Roiel- 
i II I.I  I- 

Vn<(;iNIA  N.  BERNINI 

t<>  I'irth  Hd.,  Roslindale 
We're  an  artistic  class  .  .  .  we 
say  modestly  .  .  .  and  Nan  is  one 
of  the  nian.v  talented  artists  .  .  . 
No  douitt  one  day  she  will  be 
one  of  Hattie  Carnegie's  leading 
designers. 

Tattler  Staff  I ;  (iirls  dlee  Clnli  I : 
Roielinij  J;  Tennis  I. 


ROBLRI   B.  BERRIN(;ER 

I'id  Ardalc  St.,  Roslindale 
\  lion  among  I  lie  ladies  is  a 
dreadful  thing  .  .  .  Hut  they 
.seem  to  like  this  debonair  lion. 
Hob  is  an  a<'coni|)lisli('d  dancer 
and  he  lias  a  way  with  a  bowling 
ball  ...  or  a  pair  of  cymbals. 
Glee  Chil,  ■!:  Orchestra  I :  Basket- 
ball I. 


BARBARA  A.  BERRY 

(iO  Catherine  St.,  Roslindale 
Sweet  and  gracious  .  .  .  Barbara 
always  looks  like  a  flower  fresh 
Ironi  a  garden  .  .  .  She  wants  to 
lie  a  secretary  ...  as  who,  ap- 
parently, doesn't?  .  .  .  Her  shin- 
ing personality  will  win  her 
friends  there,  too. 


NORMA  C.  BIRD 

15  Stellman  Rd.,  Roslindale 
Nannie  is  a  whiz  at  sewing  .  .  . 
She  has  always  made  beautiful 
I  lothes  .  .  .  .\nd  that  is  why  she 
always  looks  so  smooth  and 
well-turned-out  .  .  .  She  is 
headed  for  Boston  Clerical 
School. 

Office  Switchboard  1;  Boulini)  1. 


FLORENCE  J.  BITZ 

65  Wyclitt'  Ave.,  West  Roxbury 
Cool,  calm,  and  collected  .  .  . 
that's  Bitzie  .  .  .  These  qualities 
are  definitely  assets  which  will 
help  her  in  her  chosen  field  of 
nursing  .  .  .  And  her  patients 
will  feel  better  just  looking  at 
her. 

Merit  List 


CLAIRE  BJORKEN 

•28  Symmes  St.,  Roslindale 
Claire  is  that  sweet-faced  girl 
with  the  cpiiet,  pleasant  man- 
ner .  .  .  She  has  the  real  sincerity 
and  courtesy  that  are  the  marks 
of  an  honest-to-goodness  lady. 


VERA  BOCJACII 

1<)7  Belgrade  Ave.,  Roslindale 
\  ersatile  \'era  has  a  linger  in 
almost  every  l{ossic  pic  .  .  .  She 
has  nnide  a  line  record  in  R.H.S. 
.  .  .  and  served  it  well  .  .  .  She'd 
like  to  go  on  to  college  aii<l  be  a 
writer  .  .  .  It's  our  giicss  she'll 
make  it . 

National  Honor  Societi/  i. 

Honor  Roll:  Calendar  Secretari/ 
I :  Senior  Council  1;  Yearbook 
I:  Tattler  Staff  .1;  Girls'  Glee 
Clnb  ■{,  Secretary  1;  Radio 
Broadcast  1;  French  Clnb  J, 
Secretary  1. 


AUDREY  L.  BOHLING 

3(i  Coliassot  St.,  Hoslindalc 
If  you  need  a  pleasant,  under- 
standing friend  .  .  .  Audreyl  .  .  . 
Her  charm  is  the  reason  she  ha> 
so  many  pen  pals  .  .  .  Hci  am- 
bition is  a  common  one  ...  to 
he  a  secretary  .  .  .  but  witii  a 
ditt'erent  twist  .  .  .  Legal! 
Merit  IJst;  dirh'  Glee  Club  I; 

Of  ice  Switchboard  1;  Bowling 

J;  Tennis  1. 


THOMAS  E.  BONNER 

•■284  Belle vue  St.,  West  Ro.xbury 
Tom  .  .  .  alias  The  Hone  .  .  . 
has  a  keen  sense  of  subtle  humor 
.  .  .  and  a  good  mind  to  boot  .  .  . 
If  meals  were  served  at  bowling 
alleys,  Tom  would  be  content 
with  life. 

Merit  List;  Track  2. 


ELEANOR  M.  BORSARE 

9  Fawndale  Rd.,  Roslindale 
Elly's  hobby  is  dancing  .  .  .  her 
ambition  is  to  be  a  success  in 
the  business  world  .  .  .  With  her 
blond  hair  and  pleasant  per- 
sonality she  ll  make  an  attrac- 
tive career  girl. 


CATHERINE  L.  BOUDREAU 

•24  Amhurst  St.,  Roslindale 
Pretty  Kay  is  one  of  Rossie's 
prize  art  students  .  .  .  But  she 
wants  to  he  a  business  woman 
.  .  .  Isn't  that  just  like  a  woman? 
.  .  .  She  loves  skating  and 
hockey,  too. 


CATHERINE  F.  BRADY 

4495  Washington  St.,  Roslindale 
Catherine  has  the  real  Irish 
eyes  that  are  always  smiling  .  .  . 
And  the  nature  tliat  goes  with 
them  .  .  .  That's  why  they  call 
her  Irish  .  .  .  She's  going  to  he  a 
secretary  .  .  .  Surprised? 
Office  S^ritchbnard  1;  Ha, I  mi  n- 
'  ton  1. 


WAI/I  RAUD  F.  BRAUN 

■20  Ko.klan.l  St.,  IJoxbury 
This  gracious,  siniiiug,  rosy- 
checked  I'raulcin  Wailraud  has 
had  an  exciting  life  .  .  .  Shi'  lived 
in  (icriiiany  before  coming  to 
.Vnicrica  in  19  Ki  .  .  .  Wc  hope 
vou  like  our  couiilr\-,  Wallraud. 


PAUL  F.  BRENNAN 

2'2'2  La  (Irange  St.,  W.  Roxbury 
The  school  is  going  to  miss 
Porky  .  .  .  He  fills  a  big  place  in 
Rossiel  .  .  .  To  say  nothing  of 
the  line  of  the  football  team  .  .  . 
We  never  see  him  without  a 
grin  ...  a  big  grin. 
lUiys  dice  Club  -1 ;  Football  3. 


LOIS  E.  BRENNER 

575  Hyde  Park  Ave.,  Roslindale 
Active  club  member  ...  a  stamp 
collector  ...  a  tennis  enthusiast 
...  an  excellent  swimmer  .  .  . 
mainstay  of  tlie  .I.R.C.  .  .  .  Lois, 
our  all-around  girl  .  .  .  Hope  she 
isn't  too  out  of  l)reath  when  she 
rcMclics  college. 

I)c/j(itnii/  Club  1:  Frrnch  Club  ?; 
Spanish  Club  1;  liadminton  I; 
Red  Cross  Reprcsetitutnc  1. 


LUCY  A.  BRIGHT 

7  Filomena  Rd.,  Roslindale 
Lucy  says  her  ambition  is  to  <lo 
secretarial  work  .  .  .  but  we 
suspect  her  of  a  hidden  desire  to 
become  a  model  .  .  .  She  has  the 
looks  for  it  .  .  .  and  she's  a 
smooth  dancer. 

Red     Cross     Representutire     1 ; 
lunchroom  Cashier  J. 


JANE  E.  BROADHURST 
5  Marion  St.,  Roslindale 
.lanie  .  .  .  comi)lete  with  a 
model's  figure  .  .  .  practically  a 
professional  ballet-dancer  al- 
ready .  .  .  .\lsoan  expert  at  mak- 
ing with  the  skates  .  .  .  Ice,  that 
is  .  .  .  .^he'll  be  a  star,  no  doubt 
about  it. 


VIRGINIA  M.  BUCKLEY 
Heccli  St..  HosliiHlnIc 
(iuift,  she  seems  .  .  .  l)iit  is  she 
really?  .  .  .  She's  suiprisiiigiy 
quick  and  witty  .  .  .  \  irginia  is  a 
grand  gal  to  know  .  .  .  Some  lirm 
will  win  a  wonderful  stenog- 
rapher in  her. 


LAWRENCE  R.  BU.MPUS 

Beech  St.,  Uoslindale 
Larry  .  .  .  small  hut  dynamic  .  .  . 
is  always  rushing  around  .  .  . 
He's  used  to  speed  .  .  .  ipiick 
with  his  wits,  too  .  .  .  so  he  really 
should  make  a  great  pilot. 
Frcncli  Club  I:  Drum  and  Buylc 

Cnrp.i    J;    Vadvt    Officer  1; 

Track  2. 


JOANNE  M.  BURK 

8  Hastings  St.,  West  Roxliury 
Forthright,  pretty,  lively  .  .  . 
Joanie  has  acquired  an  immense 
and  valuable  vocabulary  from 
her  extensive  reading  .  .  .  She's 
a  collector,  too  .  .  .  records  and 
animal  figures  .  .  .  Sign  of  in- 
telligence, they  say! 
Girl.s'  Glee  Club  1;  Sui m mi uij  1. 


ROSE-.MARIE  CALLIGAN 

1!)  Aldrich  St.,  Roslindale 
Where  did  that  fallacy  about 
beautiful  but  dumb  blondes 
come  from?  .  .  .  Rose-Marie  oer- 
taiidy  disproves  it  .  .  .  Remem- 
ber her  beautiful  accent  in  the 
Spanish  assemblies?  .  .  .  She'll 
certainly  be  a  charming  book- 
keei)er. 

Girl.s'  Glee  Club  1;  Spuuisli  Ax- 
nembly  1. 


JUNE  C.  M.  CAREW 
.^JK  Cummins  Hgwy,  Matlapan 
June  .  .  .  an  energetic  business 
stall  member  .  .  .  draws  our  ad- 
miration for  her  artistic  work  in 
the  Tulller  .  .  .  we  think  she'll  \h- 
a  very  successful  commercial 
artist  .  .  .  "And  oh,  she  dances 
such  a  way!" 

Ycurbook  'l ;  Taltler  Staff  J. 


MARY  C.  CARLEZON 
.>(l(l  Hyde  I'ark  Ave.,  Roslindale 
Red  (lances  and  draws  in  her 
leisure  moments  .  .  .  aspires  to  a 
clerical  position  in  the  Tele- 
phone Company  .  .  .  She's  such 
an  expert  needlewoman  that 
she'll  probably  be  one  of  the 
best-dressed  gals  in  the  ])lace. 
Office  Suitchboaril  I. 


PATRICIA  L.  CARR 

7  I'arkton  Rd.,  Jamaica  Plain 
Pat  .  .  .  practically  i)erfect  .  .  . 
perfectly  poised  .  .  .  she  sews, 
she  acts,  she  edits  magazines, 
elle  parle  fran<,ais  .  .  .  She  is  the 
symbol  of  dependability  .  .  .  but 
she  is  also  a  very  entertaining 
and  attractive  young  lady. 
A(//'V)H(//  Honor  Societji  -1. 
Honor  Roll;  Yearbook  1;  Tattler 
Staff  J,  Editor-in-chieJ  I ;  De- 
bating Club  1;  Dramatic  Club 
■i;  Radio  Broadcast  ■{ ;  French 
Assemblij   J;  French  Club  J; 
Red  Croxx  Rcpresentatire  1. 


JOANNE  M.  CASEY 

3-2  Ilillcrest  St.,  West  Roxbury 
Ilcr  |)leasant  smile  and  per- 
petual good  nature  make  Case 
universally  liked  ...  .V  college 
aspirant,  she  makes  the  Merit 
List  .  .  .  yet  still  finds  time  to 
dance,  bowl,  and  play  field 
hockey. 

Merit'  List:    Field     Hoekei/  1; 
Bonling  o. 


SUZANNE  H.  CASEY 
li  Oiiole  St.,  W'est  Roxbury 
.V  good  dancer  ...  a  proficient 
rider  .   .   .   but  Sue's  greatest 
genius  is  for  being  friendly  .  .  . 
College-bound,     she'd     like  to 
carry  on  the  family  tradition  at 
Trinity  in  Washington. 
Dramatic  Chill  I ;  Field  Ilockei/  I; 
lioieliiuj  '. 


PATRICIA  CATON 

f  IlMwIhorne  St.,  Roslinilale 
I'm!  ...  a  ((uiet  gal,  except  when 
she's  knocking  down  pins  at  the 
bowling  alleys  .  .  .  She'd  like  to 
work  in  an  office  .  .  .  What, 
.•mother!  .  .  .  Her  frei|uent  listing 
on  the  Honor  Roll  and  .Merit 
List  prove  her  brain  power. 
Honor  Roll :  Roiiliny  J. 


GEORGE  W.  CAVANAUGH 
ti'i  (ileiiilow cr  Rd.,  Uosliiula Ic 
Cav   is   a    .small    l)ut  startliiifi 
streak  on  the  ice  .  .  .  Ami  he's  a 
streak  with  his  wit,  too  .  .  .  No 
wonder  everybody  likes  hiru  .  .  . 
Plans  to  be  an  electrician. 
Drum  and  Buylc  Corp.i  J. 


JAMES  M.  CAVANAUGH 

103  Colberg  .\vc.,  Hoslindale 
Every  once  in  a  while,  one  of 
C'av's  calibre  turns  up  .  .  .  one 
who  has  everything  .  .  .  brains, 
personalitj',     athletic  ability, 
character  .  .  .  " — and  say  to  all 
the  world,  'This  was  a  man.'  " 
National  Honor  Society  2. 
Yearbook  1;  Tattler  Staff  2;  Key 
Club  2;  Tattler  Representative 
2;  French  Club  2,  Treasurer  I; 
Band  1;  Football  2;  Track  J. 


DOROTHY  R.  CHABEREK 

29  Glendower  Rd.,  Roslindale 
A  wonderful  person  to  know, 
Dottie  just  radiates  personality. 
Her  hobby  is  dancing.  Ice  skat- 
ing is  her  favorite  sport  .  .  .  and 
she  hopes  some  day  to  make  it 
her  career. 


MARION  E.  CHEEVER 

93  Wachusett  St.,  Jamaica  Plain 
A  bowling  and  tennis  enthusiast 
is  Marion  .  .  .  Her  talent  with  a 
needle  should  help  to  make  a 
good  impression  the  day  she 
goes  after  that  clerical  job. 
Office  Sir'tchboanl  1;  Bowling  1; 
Tennis  1. 


JAMES  A.  CHISHOLM 

226  Wren  St.,  West  Roxbury 
Chips,  the  man  with  the  right 
answer  at  the  right  time  .  .  . 
Never  a  dull  moment  when  he's 
around,  and  he  usually  is  .  .  . 
Sports  writing  is  his  ambition 
.  .  .  Hockey  is  his  favorite,  as 
we  all  know. 

Senior  Council  1;  Spanish  A-is- 
sembly  1;  Hockey  S. 


w^^f    I  wK  ^^^^ 


ROBERT  J.  CHRI.STENSEN 

Rowc  Si  ,,  l{oslin<lale 
Chris  looks  like  an  animated 
tree  .  .  .  tall  and  slim  and  good 
Matured  .  .  .  He's  a  fast  boy  on 
his  feci  .  .  .  and  with  jets  he'll 
be  even  faster  later  on. 
Boys  (11  ee  ( 'hib  I ;  Cadet  Officer  2; 
Football  I  ;  Track  ■{. 


ANITA  E.  CIARLONE 

.58  Metropolitan  .Vve.,  Itoslinflale 
"Ni"  ...  a  lot  of  fun  .  .  .  with 
lots  of  social  graces  .  .  .  likes  to 
bowl,  ride,  dance,  play  the  piano 
.  .  .  She's  the  intellectual  ty[)e, 
too  .  .  .  Wants  to  be  a  Certified 
Public  .\ccountant. 
National  Honor  Society  3. 
Tattler  Staff  -1 ;  Spanish  Assem- 
bly I. 


RALPH  D.  CIAVATTONE 

16  Stellnian  Rd.,  Roslindale 
Civi  is  always  found  where 
there  is  fun  .  .  .  And  he's  funny, 
too  .  .  .  He's  entertained  us 
many  times  with  his  unexpected 
wit  .  .  .  He  aspires  to  out- 
Krupa  Krupa. 

Drum  and  Bugle  Corps  J;  Cadet 
Officer. 


MARGARET  M.  CICCOLO 

485  Beech  St.,  Roslindale 
Chicky  .  .  .  cheerful  and  chatty 
.  .  .  She's  a  real  joy  to  have 
around  .  .  .  That  smile  is  some- 
thing we  all  love  to  see  .  .  .  The 
(ilee  Club  is  going  to  miss  her. 
Cirls  Glee  Club  2;  Office  Switch- 
board 1;  Girls'  Basketball  1; 
Tennis  1. 


DONALD  H.  CLANCY 

2!)  Gretter  Rd.,  Roslindale 
Don's  hobby  is  eating  .  .  .  and 
the  food  sure  has  a  long  way  to 
go!  .  .  .  He'll  be  the  Al  Capp  of 
'59  if  things  work  out  .  .  .  He 
has  the  wit  and  drawing  ability 
for  it. 

Cadet     Offcicr     1:  Basketball 
(Boys')  2. 


BARBARA  A.  CLAPP 
7  Newark  St.,  Roxltury 
Medicine  is  Barbara's  niiii>iti(>ii 
.  .  .  drawing  her  li()l)l)y  ...  We 
shall  miss  lier  hig,  beautiful, 
blue  eyes  .  .  .  They  have  won  lier 
a  host  of  friends  at  Rossie. 


DOLORES  R.  CLARK 

■2(1!)  Park  St.,  West  Roxbury 
A  friendly  miss  with  more  than 
her  share  of  vitality  and  en- 
thusiasm, she  certainly  knows 
how  to  bowl.  Her  hobby  is 
dancing  and  she  hopes  to  he- 
come  a  private  secretary. 
Bowling  2. 


MARY  E.  CLARKE 

i(  (iertrude  Rd.,  West  Ri)xbury 
Tall,  blonde,  and  seemingly  quiet 
is  Mary  .  .  .  Baseball  is  her  fa- 
vorite sport  .  .  .  Snooks  is  a 
graceful  dancer  .  .  .  She  hopes  to 
be  one  of  the  many  worthy  secre- 
taries from  Rossie. 
Bowling  I. 


VICTORL\  L.  CLARKE 

■>(•!)  Park  St..  West  Roxbury 
\ icky  has  loads  of  charm.  She 
is  vivacious  and  full  of  pep. 
Skating  is  her  favorite  si)ort 
...  in  her  sjjare  time  she  cuts  a 
mean  rug.  .\iubition?  To  be- 
come a  secretary. 


NL\RGARET  A.  CLINTON 
.>!()  Hyde  I'ark  .\ve.,  Kosliiidalc 
Peggy— the  girl  with  the  evcr- 
reacly  smile.  Excellent  dancer, 
jjroficient  swimmer  and  roller 
skater,  and  a  staunch  mcinber 
of  the  R.H.S.  bowling  team. 
Versatile?  We  think  so. 
Office  Switrhhoant  1;  Bowling  J. 


JUNE  F.  COLLINS 
1  t  Slierl)rook  St.,  West  Roxbury 
.June  proves  her  wonderful  dis- 
position by  her  everlasting  smile 
and  abundance  of  friends  ...  a 
great  swimmer  and  darrcer  .  .  . 
She  aims  high  in  this  world  .  .  . 
to  be  a  Major  irr  the  .\rmy  Nurse 
Corps. 

(.■(V/.s"  Basketball  1. 


DORIS  COMEAU 
•2S  Haslett  St.,  Roslindale 
Dolly  is  another  of  our  lovely 
tiny  tots  .  .  .  Believe  it  or  not, 
she's  a  darn  good  tenrris  player 
.  .  .  ("arr  she  swing  a  racket!  .  .  . 
She's  also  a  wow  at  dancing. 
French  Club  1 ;  Girl.-.'  BaAethall  1 ; 
Bowling  1;  Tennis  l;So  ftball  1. 


CELESTE  N.  CONCA 

1(1  Welles  Park,  Rosliiidaie 
Tiira  is  small  and  quiet,  but  has  a 
grand  sense  of  huirror  .  .  .  She 
loves  dancing  and  ice  skating 

.   .    We  bet  she  cuts  a  cute 
figure  .  .  .  Will  make  a  wonderful 
secretary  for  someone. 
Merit  List:  Office  Switchboard  1; 

Badminton  1. 


CLAIRE  K.  CONLEY 

■2-21  Cottage  IM..  West  Roxbury 
She  may  be  petite,  but  she  is  full 
of  energy  .  .  .  Stretch  is  foird  of 
Softball,  roller  skating,  and  ice 
skating  .  .  .  "Orrward  to  lioston 
Clerical,"  says  Claire  .  .  .  We 
know  they'll  like  her  as  we  do. 
Office  Switchboard  1;  Bowling  1. 


ROBERT  D.  CONLEY 
i-il  Cottage  Rd.,  West  Roxbury 
Con's  versatility  and  prowess 
in  athletics  have  ma<le  him  well- 
known  arrd  well  liked  since  he 
joined  us  last  year  .  .  .  ^ Otr  know, 
lie  has  a  brain,  tool  ...  as  well 
as  one  of  l()!)'s  most  unusual 
voices. 

Football  1 ;  Hockey  1 ;  Track  I ; 
Baseball  2. 
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THOMAS  M.  CONLON 
318  Cuminiiis  Ilgwy,  IJosliiidalc 
Hig  Karl  has  a  good  sense  of 
liiiiiior  .  .  .  helps  keep  everybody 
happy  .  .  .  Many  of  Mr.  I'ickett  s 
boys  are  still  doubtful  about 
how  Archimedes'  Principle  ap- 
plies in  Earl's  case  .  .  .  Quite  a 
swiminei,  tliough. 
Tattler    Rrpnxrntiitirc    1;  Boys' 

aicc  Club  1;  Cadet  Ofieer'l; 

Suimming  1 ;  Football  I;  Traek 

2;  Baseball  2. 


TERESE  M.  CONNELL 

35  Hillock  St.,  Hoslindale 
A  twinkle  in  her  eye  and  a 
permanent  smile  on  her  face  .  .  . 
That's  how  we  always  think  of 
Terry  ...  A  lover  of  music  and 
dancing  .  .  .  She  hopes  to  be  a 
private  secretary. 


JOAN  E.  CONNOR 

13  Woodside  Ave.,  Jamaica  Plain 
Her  enlivening  personality  and 
friendliness  have  rewarded  Joan 
with  "beaucoup  d'amies"  .  .  . 
She  enjoys  swimming  ...  is  a 
great  dancer,  too  ...  A  top- 
flight airline  hostess  she  should 
be. 

Glee  Club  1;  Bouiing  1 ;  Sirini- 
ming  1. 


JULIA  M.  CONSALVI 

-281  Beech  St.,  Roslindale 
Petite,  sweet,  and  full  of  fun 
.  .  .  Her  merry  disposition  is  an 
outward  sign  of  inner  character 
.  .  .  Jeep  enjoys  baseball  and  the 
piano  .  .  .  Her  ambition  is  to  be 
a  dressmaker. 

Merit  List;   Senior   Council  1: 
Italian  Club  1,  President. 


MICHAEL  J.  COPPINGER 

69  Whitford  St.,  Roslindale 
Jody  is  that  fun-loving  jokester 
who  peps  up  many  a  dull  mo- 
ment .  .  .  He  says  his  hobby  is 
loafing  .  .  .  but  he  strikes  us  as 
being  a  pretty  energetic  fellow. 


DOROTHY  P.  COREY 

!)H  IJrowri  .\vc.,  Roslindale 
Dotty  is  ambitious,  good-na- 
tured, ami  always  willing  to  lend 
:i  helping  hand  .  .  .  She  like.s 
baseball  and  riancing  .  .  .  We 
feel  cfxifidcnt  that  she  will  make 
a  good  stciiogra|)her  .  .  .  Another 
take-a-letter! 

Senior  ('ouncil  1 ;  Glee  Club  1. 


IRENE  COREY 

Hi  Cornell  St.,  Roslindale 
.\  vivacious  miss  with  a  friendly 
heart  .  .  .  Irene  is  a  whiz  at 
roller  skating,  her  favorite  sport 
.  .  .  She  likes  to  dance  in  leisure 
hours  .  .  .  Her  ambition  is  to 
become  a  stenographer. 
Office  Sieitchboard  1;  Badmin- 
ton I. 


MARY  COREY 

S-2  Cornell  St.,  Roslindale 
Mary  .  .  .  sometimes  known  as 
babyface  .  .  .  roller  skates,  plays 
basketball  and  field  hockey — 
dreams  of  dancing  professional- 
ly. Look  out  Clyde  Charisse. 
She  is  good. 

Basketball  1;  Field  Hockey  1. 


MARY  T.  COSTA 

485  Hyde  Park  Ave.,  Roslindale 
May  is  a  delightful  girl,  full  of 
pep  and  fun  .  .  .  Loves  dancing 
and  wields  a  crafty  needle  .  .  . 
Has  high  hopes  of  becoming  a 
bookkeeper  .  .  .  Good  luck  to 
you,  Mary. 
Yearbook  Staff  1. 


EDW  ARD  T.  COSTELLO 

\-l  Stellman  Hd.,  Roslindale 
Kddie  is  a  regular  fellow  .  .  .  His 
spontaneous  wit  is  responsible 
for  a  lot  of  lively  moments  .  .  . 
He's  baffling,  sometimes  .  .  . 
Don't  try  to  beat  him  in  an 
argument! 


<35> 


EDITH  M.  CRAGIN 

60  ("owing  St.,  West  Roxlmry 
Friendly,  neat,  and  witty  .  .  . 
She  is  fond  of  ice  skating  .  .  . 
Photography  interests  her  great- 
ly, so  much,  that  she  hopes  sonic 
day  to  be  a  photograplier  .  .  . 
Ah!  Margaret  Bourke- White's 
successor! 

Bowling  1;  Hud  mi  ntnii    1;  Soft- 
ball 1. 


MARK  V.  CROCKETT 

-207  Mauthorne  Kd.,  W.  Hoxhiiry 
Micky  is  a  quiet  fellow  with  a 
pleasant  disposition  ...  A  great 
help  in  the  lunchroom,  he 
appreciated  hy  everyone  .  .  .  He 
will  be  in  college  next  year. 
Band  2. 


CATHERINE  F.  CRONIN 

5-2  Tyndale  St.,  Roslindale 
Kay's  attractive  smile  and 
charming  personality  are  fa- 
vorites witli  us  .  .  .  One  can 
always  be  sure  of  a  cheery 
greeting  from  her  .  .  .  Kay  will 
be  one  of  the  R.H.S.  .Xlumnac 
Association  at  Clerical. 
Cheer  Leader  1:  Gtri.i'  Baxkcthall 
1 ;  Bou  linij  1 . 


CLAIRE  M.  CRONIN 

H  Pittsmoor  Ud.,  Roslindale 
Tall,  (lark,  and  a  pleasant  pal 
with  a  sweet  smile  is  Claire  .  .  . 
She  wants  to  be  a  traveling 
representative  .  .  .  Wc  aren't 
sure  what  that  means  .  .  .  but 
Claire  rc[)rcsents  Rossie  well. 


MARGARET  M.  CRONIN 

66  West  St.,  Hyde  I'ark 
\  soft  voice,  a  sweet  dis|)osit ion, 
a  swell  kid  .  .  .  that's  Margaret 
.  .  .  Perhai)s  you've  noticed  .  .  . 
\  few  of  us  want  to  be  some- 
body's secretary  .  .  .  Margaret 
is  one  .  .  .  She'll  be  good! 
Merit  I, ill;  Junior  Red  Cronn 
Repre.fentatire  1. 
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NEIL  J.  CRONIN 

9  Havana  St.,  Roslindale 
Willie  is  one  of  those  boys  with 
"that  extra  something"  .  .  .  He 
is  outstanding  in  sports  and  has 
(juite  a  way  with  the  fair  sex 
.  .  .  That  daik  curly  hair  and  dry 
humor  gets  them  all. 
/io.v.v'  Glee  CI  III)  I :  Cadet  Officer  1; 
Sii  ininiiiK/  1 :  Fnnllxill  J;  liasket- 
hall  1 :  Track  I :  Kaxcball  1 . 


LILLIAN  R.  CURRY 

H  Whitford  St.,  Ro.slindale 
Lil  is  merry  and  friendly  .  .  . 
She  has  that  real  Southern 
charm  we  hear  about  .  .  .  And 
what  a  smile,  honey  chile!  .  .  . 
"If  it's  true,  that's  where  I 
belong.  " 

Cirlii'  Glee  Club  1;  Office  Switch- 
board 1. 


MARGARET  M.  D ALTON 

.)7-2  La(;rangc  St.,  W.  Roxbury 
.\  good  sport  with  an  abundance 
of  energy  .  .  .  Margaret  believes 
in  having  a  good  time  .  .  .  She  is 
an  ardent  baseball  fan  .  .  .  and 
no  slouch  of  an  athlete  in  her 
own  right. 

Office     Switchboard     1;  Girls'' 
'  Basketball  1 ;  Field  Hockey  1 ; 
Tennis  1. 


ALICE  D'AMELIO 

S<)  Sanborn  .\ve..  West  Roxbury 
The  outstanding  athlete  of  '4!) 
.  .  .  Alice  has  an  especial  love  for 
the  water  .  .  .  She  will  join  her 
sister  at  Hridgewater  Teachers' 
College  in  September  .  .  .  there 
to  studv  to  be  a  gvm  teacher. 
<;irls'  Baskclhail  -l:  Field  Ilockei/ 
1;  Softball  2;  Athletic  Repre- 
sentative 2. 


ANN  M.  DARLING 

'21,5  Belgrade  .\ve.,  Roslindale 
Names  should  suit  their  wearers 
.  .  .  Ann's  fits  her  to  ])erfection 
.  .  .  She  is  one!  ...  Of  course  we 
mean  .V  Darling  .  .  .  The  ty- 
coon who  wins  her  as  a  secretary 
will  rise  in  the  world. 
M(rit  List:  lioieliiiij  I;  Itadmin- 
ton  1 ;  Softball  I . ' 


YVONNE  M.  DATEO 

116  I'erliam  St.,  West  Hoxhury 
Sxnili'y  is  the  most  ii|)|)r()|)riat(' 
iiickiiaiiie  we've  heard  yet  '<ause 
Yvonne's  always  smiling  .  .  . 
She  h)ves  to  (huice  ami  swim- 
ming is  her  favorite  sport  .  .  . 
After  liigli  scliool  Hoston  Cleri- 
cal's waiting. 

Honor  Roll;  Siri ni  mi ny  1;  Hotrl- 
inij  1;  French  Cliih  I. 


VIRGINIA  DEANGELIS 

^0  Mt.  Hope  St.,  Rosliudale 
A  perfect  specimen  of  beauty, 
health,  smartness,  and  poise  .  .  . 
Our  Jini  s  ambition  is  to  travel 
throughout  the  United  States 
.  .  .  You'd  never  think  it,  but 
Jini  is  an  ardent  wrestling  fan. 
Merit  Lint;   Tattler  Repre.ienta- 

tive  1. 


LORETTA  G.  DE  DOMING 

559  Poplar  St.,  Roslindale 
Viv'acious  Gwenn  fairly  bui)l)les 
over  with  enthusiasm  .  .  . 
Swimming  is  her  favorite  sport 
.  .  .  She  hopes  to  become  a 
teacher,  and  as  her  hobby  is 
crocheting,  we  know  she'll  keep 
the  kids  in  stitches. 
Office  Hwitchhourd  1 ;  Cheer  Leader 
1;  Basketball  1;  Bowling  1. 


JUDITH  A.  DE  FREYTAS 

30  Mendum  St.,  Roslindale 
Judy,  the  unexpected  .  .  .  the 
far-from-ordinary  .  .  .  the  clever 
and  entertaining  .  .  .  will  prob- 
ably grace  some  business  office 
some  day  as  a  competent  and 
gracious  secretary. 
Tattler  Representative  1. 


RICHARD  J.  DE  GIACOMO 

U  Hayes  Rd.,  Roslindale 
Richie,  ..  .  tall,  dark,  and  hand- 
some, to  originate  a  phrase  .  .  . 
is  a  decoration  to  the  halls  of 
Rossi  .  .  .  His  smile  is  winning 
.  .  .  He's  in  the  swim,  if  you  know 
what  we  mean. 

Spanixh  Club  1;  Cadet  Officer  1; 
Football  1. 


CLARE  E.  DP:LANEY 

50  .Synimcs  St.,  Roslindale 
Clare  is  quiet,  dependable,  arirl 
has  a  pleasant  personality  .  .  . 
.She  is  a  faithful  baseball  fan 
and  enjoys  .sewing  .  .  .  With 
such  a  high  scholastic  record, 
('lare  will  make  an  outstanding 
teacher. 

National  Honor  Society. 

Honor  Roll;  Tattler  Reprenenia- 
tive  1;  Spani.ih  Club  1;  Red 
Cross  Representative  2. 


STELLA  N.  DELLO  IACONO 

3  Larch  PI.,  Roslindale 
Stella  is  the  star  contributor  to 
the  Red  Cross  doll  exhibitions 
.  .  .  Remember  the  beautiful 
bridal  [jarty  she  dressed  for  this 
year's  exhibit?  .  .  .  She  loves 
bowling  and  dancing,  too. 
Office  Sit  ilchboard  1. 


MARY  J.  DELUCA 

il  Coha.sset  St.  Roslindale 
Mary,  another  sports-minded 
gal  .  .  .  whose  variety  of  inter- 
ests include  membership  in  the 
badminton  club  .  .  .  plus  en- 
thusiasm for  both  horseback 
riding  and  swimming  .  .  .  Query 
.  .  .  Can  she  bring  a  horse  into 
an  office? 

Office  Switchboard   1;  Badmin- 
ton 1. 


MARIE  T.  DE  NAPOLI 

3i)47  Washington  St.,  Roslindale 
Small,  quiet  Marie  enjoys  danc- 
ing and  horseback  riding  .  .  .she 
will  be  an  excellent  addition  to 
some  lucky  office  .  .  .  she  has  a 
great  deal  of  solid  worth  behind 
that  unassuming  manner. 
Merit  List;  Office  Switchboard  1; 
Badminton  1. 


JEANNE  L.  DENEAULT 
(ioO  South  St.,  Roslindale 
.Vttractive  Bunny  .  .  .  always 
perfectly  grooiued  .  .  .  quiet  and 
well-poised  .  .  .  wants  to  be  a 
hostess  on  a  train!  .  .  .  We  like 
that  .  .  .  We  like  variety  in  our 
collective  future. 
Office  Switchboard  1. 
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MARIE  C.  DENN 

71  Hilbuni  St.,  Uoslindale 
Marie  is  one  of  our  peppy 
eheer  leaders  .  .  .  She  is  I'oiul  of 
all  sports  .  .  .  She  hopes  to  he- 
coine  a  teacher  .  .  .  \Ve  put  our 
seal  of  approval  on  her  entry 
into  pedagogical  ranks. 
Honor  Roll ;  Cht  ir  I  coder  l;(tirlx' 
Bashi  tball  1 ;  Boirliiiy  J. 


ADELINA  C.  DE  VIRGILIO 

15  Firth  Kd.,  Hoslin.lale 
Adlie  .  .  .  small,  cute,  and  petite 
...  a  graceful  ice  skater  and 
dancer  .  .  .  Slie  will  have  a 
chance  to  he  pleasant  to  thou- 
sands .  .  .  She  wants  to  he  a  tele- 
phone operator. 
Italian  Club  1. 


JOAN  M.  DOCKRAY 

4!)  (iranfield  .\ve.,  Kosliiidale 
Happy-go-lucky  is  Joan  .Marie 
.  .  .  She  is  an  all-round  sport  .  .  . 
Roller  skating  often  enters  into 
her  conversations  .  .  .  Doc's 
ambition  is  to  be  a  private  secre- 
tary .  .  .  No!  .  .  .  We're  amazed  1 
Office  Switchboard  2;  Tennix  1; 
Sui  mining  1. 


PAULINE  E.  DOC^KRAY 

•19  (iranfield  Ave,  Hnsiindaic 
Charming  and  amialile  Pauline 
rates  high  with  everyone  .  .  . 
Baseball  and  dancing  are  her 
favorites  .  .  .  Her  interesting  and 
exciting  goal  is  to  go  to  Aviation 
Training  School  .  .  .  Keep  'em 
flying,  Pauline. 
lioulinij  1. 


DONALD  A.  DOHERTV 
47  Mt.  Vernon  St.,  W.  Roxl)ury 
Don  suffers  slightly  from  his 
hobby  .  .  .  school!  .  .  .  He  aims 
to  be  a  business  man  some  day 
.  .  .  He  really  hasn't  treated  us 
fairly  .  .  .  not  many  know  how 
funny  lie  can  be! 
Hoys'  dice  Clul). 


JEANNE  T.  DONOGHUE 
19  Walk  Hill  St.,  Jamaica  Plain 
Jeanne  possesses  a  disposition 
difficult  to  beat  .  .  .  Therefore, 
she  has  many  friends  ...  In 
addition,  she  leaves  a  good 
scholastic  record  .  .  .  lee  skating 
and  art  are  among  her  talents 
.  .  .  The  Shawmut  Bank  attracts 
Jeanne's  abilities. 
Xotionol  Honor  Society;  Honor 
Roll. 

Tauter  Staff  J;  Tattler  Representa- 
tive I;  Debating  Club  1;  Field 
Hockey  1. 


NANCY  T.  DONOHUE 
'21  Lindall  St.,  Hoslindale 
Nancy  always  has  a  smile  and  a 
real  desire  to  help  .  .  .  We  can- 
not think  of  a  more  fitting  candi- 
date for  the  Maryknoll  Sisters 
.  .  .  Nancy's  heart's  desire  .  .  . 
We  all  admire  her  earnest  desire 
to  work  in  foreign  missions. 
Tattler  Stajf  1;  Debating  Club  I.- 
French    Assembly     1;  Field 
Hockey  1. 


FRANK  J.  DONOVAN 

1(13  Church  St.,  West  Roxbury 
Frank,  the  popular  footljall 
hero  ...  is  one  stalwart  end  of 
our  famous  line  .  .  .  He  gets  his 
nickname  from  the  Greek  ...  a 
difficult  task  .  .  .  but  he  is  equal 
to  almost  anything. 
Office  Switchboard  1 ;  Football  1. 


JEAN  A.  DORDONI 

45  .Mbano  St.,  Hoslindale 
Jeanie  with  the  dark,  long,  silky 
hair  is  an  outdoor  girl  .  .  .  Willi 
all  the  |)lacid  sports  there  arc, 
this  slim  gal  chooses  skiing  and 
horseback  riding  as  her  favorites. 
Office  S u-ilch board  1. 


JOAN  DORDONI 

45  .Mbano  St.,  Hoslindale 
Joan  the  other  half  of  the 
Dordoni  duo  .  .  .  she  is  quiet  .  .  . 
except  when  she's  knocking 
down  those  puis  ...  a  very  good 
dancer  .  .  Joan  is  universally 
liked. 
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CLAIRE  M.  DOWNEY 

47  (irantifld  Ave,  Rosliiidnli' 
Claire  ...  A  [jleasaiit  girl  liked 
by  all  .  .  .  She  enjoys  sport.s  of 
all  kinds,  l)ut  prefers  swimming; 
and  l)0\vling  .  .  .  Some  lucky  fii'in 
will  have  her  a.s  its  stenographer. 
Off  ice  S  witch  boa  rd . 


MARY  E.  DOYLE 

'20  Hyde  Park  Ave.,  Jam.  Plain 
Micky  .  .  .  small,  dark,  and 
vivacious  .  .  .  another  roller 
skating  fan  who  loves  to  paint, 
too  .  .  .  She'd  like  to  be  a  secre- 
tary .  .  .  and  then  perhaps  a 
housewife  .  .  .  She  ll  adorn  both 
roles! 

Office  Switchboard  1;  Softball  I. 


DORIS  V.  DRISCOLL 

94  Mouiitview  St.,  W.  Uoxbury 
.\ltliough  she  has  been  here  oidy 
one  year  .  .  .  Pidgeoii  has  ac- 
quired many  friends  at  Rossie 
.  .  .  She  has  a  winning  smile  and 
a  bright  outlook  on  life  that 
made  us  glad  to  welcome  her. 
Office  Switchboard  1. 


JUNE  E.  DUEMMLING 

86  Walworth  St.,  Roslindale 
This  little  blonde  energetic 
bundle  of  happiness  always  has 
a  smile  for  everyone  .  .  .  June  s 
fine  attributes  will  lead  her  to 
success  either  as  a  secretary  or  a 
fashion  illustrator. 
Merit  List;  Glee  Club  1;  Basket- 
ball 1 ;  Bowling  3;  Tennis  3. 


MARY  L.  DUFFY 

41  Westover  St.,  West  Uoxbury 
Dutt'  has  a  friendly  manner  and 
pleasing  disposition  toward  all 
.  .  .  She  likes  to  swim  .  .  .  Col- 
lects photographs  for  a  hobby 
.  .  .  Her  experience  at  the  office 
switchboard  will  aid  her  in  be- 
coming a  telephotie  operator. 
Office  Switchboard  1;  Bowling  1; 
Swimming  1. 


JOHN  E.  DUNFORD 

f.J  Shcfhel.l  ltd.,  I{o,lindale 
Jack  is  always  taking  apart  some 
machine  or  other  to  see  what 
makes  it  tick  .  .  .  His  really  fine 
voice  is  the  mainstay  of  the 
(ilee  Club  .  .  .  and  he's  an 
iron-man  at  footfjall. 
Hoys'    dice    Club;    Football  3; 

Cadet  Officer. 

ELEANOR  .M.  DUNNER 

•111  Cornell  St.,  Roslindale 
Hrunnhilde  at  the  Steinway  .  .  . 
She  has  entertained  us  all  with 
her  brilliant  playing  .  .  .  and 
sustained    many    another  mu- 
sician by  her  reliable  accompany- 
ing .  .  .  Her  and)ition  ...  to  ap- 
I)ear  as  piano  soloist  at  Pops! 
Tattler    He jircseiitati re    1;  Girls' 
Glee  Club  ■';  Boys'  Glee  Club 
(Accompanist)  2;  French  As- 
sembly 3;  Spanish  Assembly  3; 
French  Club  2;  Spanish  Club  1 ; 
Orchestra  3. 


YVONNE  DURE 
68  Knoll  St.,  Roslindale 
^  vonne  is  quiet  in  the  classroom 
.  .  .  But  she  gives  evidence  of 
thinking  a  great  deal!  .  .  .  Maybe 
she's  planning  her  new  wardrobe 
.  .  .  She's  very  clever  at  sewing  .  .  . 
.\rtistic,  too. 


LUTHER  P.  DURGIN 

17  Fletcher  St.,  Roslindale 
Luther  is  cjuiet,  on  the  surface 
.  .  .  but  he's  surprisingly  deep 
.  .  .  His  ability  to  argue  convinc- 
ingly makes  him  a  standout  in 
history  classes  and  debating 
club  .  .  .  He  has  a  laudable  am- 
bition .  .  .  social  work. 
Merit  List;  Debating  Club  1; 
Junior  Red  Cross. 


MILDRED  A.  EARLY 

()()  Johnswood  Rd.,  Roslindale 
Mil  moves  along  in  her  quiet, 
sweet  way  towards  her  goal  of 
private  secretary  .  .  .  She  likes 
the  hickory  boards  and  the  silver 
blades  .  .  .  skiing  and  skating, 
to  vou. 

Girls'  Glee  Club  2. 
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PAUL  E.  ELDRIDGE 

48  Hastings  St.,  West  Roxl.ury 
Handsome  Paul  lias  finite  a  line 
of  chatter  .  .  .  He  slioultl  nevei 
lack  for  the  right  word  when  he 
breaks  into  the  newsi)a|)er  game 
.  .  .  He's  a  super  hockey  player, 
we  hear. 
Band  1. 


VIRGINIA  M.  ELVVORTHY 

1058  Canterbury  St..  Uoslindale 
Ginuy  is  another  one  of  the  gang 
who  want  to  do  office  work  .  .  . 
She  likes  swimming  and  bowling 
.  .  .  and  in  quiet  moments  sewiTig 
and  drawing  .  .  .  .\  really  friendly 
gal. 

Office  Su'itckboard  1. 


ALFRED  E.  FEIST 

0.51  Hyde  I'ark  .Vve.,  Uoslindale 
\\  is  quiet  and  studious,  but  on 
the  baseball  diamond  there's  no 
stopping  him  .  .  .  He  hopes  to 
become  an  architect  .  .  .  Maybe 
he'll  design  a  brand  new  dia- 
mond for  his  favorite  sport. 
Baseball  1. 


JOANNE  F.  FELLOWS 

ol  ("hesbrough  Rd.,  W.  Hoxbury 
Heading  and  bowling  are  Jo's 
favorite  diversions  ...  A  busy 
assistant  at  the  Roslindale  li- 
braiy  .  .  .  Joll  have  a  solid 
foundation  for  her  future 
journalist  work. 

Y larbook ;    Honor   Roll;  Tattler 
Hcpresentatiie  1. 


JAMES  M.  FARRELL 

38  Granfield  .\ve.,  Roslindale 
Jim  is  a  quiet  guy  in  school  .  .  . 
nevertheless,  we  know  he  has 
his  moments  .  .  .  He's  a  great 
authority  on  .\merican  history 
.  .  .  Ask  him  another!  .  .  .  He's 
bound  to  know. 


PHILIP  S.  F.\SSN.\CHT 
341  Weld  St.,  West  Roxbnry 
Phil  has  a  number  of  talents  .  .  . 
but  he'll  probably  end  up  as  an 
engineering  draftsman  ...  or  is 
it  a  drafting  engineer?  .  .  .  for 
he  wants  to  go  to  Northeastern 
to  study  drafting. 
Tattler^  Beprexentatire    1;  Cadet 

Officer  1. 


.MARY  J.  FEENEY 
(HH  South  St.,  Roslindale 
Mary  is  the  girl  with  the  beauti- 
ful rc<l  tresses  .  .  .  She  thorough- 
ly enjoys  roller  skating  and  danc- 
ing .  .  .  Hut  she'.s  good  at  art, 
too  .  .  .  .\nolher  secretary  com- 
ing up! 


ALBERTA  FERRAGAMO 

73  Roslindale  .\ve.,  Roslindale 
Friendly  and  uiuissuming,  Al  is 
very  hanily  with  the  paint 
brush  .  .  .  She  seldom  loses  her 
good  humoi  .  .  .  She  will  make  a 
diligent  typist,  and  make  life 
pleasant  for  those  around. 


J.\NE  FERRY 

H  .Maxfield  St.,  West  Roxbury 
Sparkling  Janie's  favorite  sport 
is  definitely  basketball  as  the 
girls'  gym  class  knows  .  .  .  With 
her  shining  blond  hair  and  shin- 
ing bright  personality  won't  she 
make  a  perfect  nurse? 
Frenrh  Chib  J;  Girls'  Bashetball 

1;  Badminton    1;    Bed  Croxs 

Uepre.sentatiie  J. 


VIRGINIA  M.  FIELD 

•I')  Hilburn  St.,  Roslindale 
(iinny  has  a  willing  disposition 
.  .  .  Her  affable  nnmner  will 
guide  her  to  success  in  the  busi- 
ness world  .  .  .  Howling  and 
tennis  rank  high  among  her 
favorite  pastimes. 
Office     Switchboard     1;  Field 

Hockey  I;  Bowling  1;  Tennis 
1 ;  Badminton  1 . 
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CATHERINE  T.  FISH 

55  Ililhurii  St.,  llosliiKlalc 
Catlieriiie  is  modest  and  ciiiiet 
.  .  .  her  clianniiig  manner  has 
won  her  many  friends  at  Hossic 
.  .  .  She  is  a  proficient  pianist  .  .  . 
I)ut  .v/;('  wants  to  he  a  secretary, 
too. 

Merit  Li.'.t;  Girl.s'  Glee  Cltih 
French  Asxcmhly  J:  French  I'lnli 
2;  Orchestra  J;  Sirimminy  1. 


EVELYN  M.  FITZGERALD 

17  (irover  St.,  Hoslindale 
Evie    has    all    the  wonderi'ul 
qualities  to  make  her  a  school- 
marm  .  .  .  intelligence,  originali- 
ty, patience  .  .  .  and  a  really  kind 
nature  .  .  .  Did  you  know  she's 
a  whiz  on  skates? 
Honor   Roll;  Debating  Club  1; 
Glee  Club  1;  French  Club  2: 
French   Assembly   1;  Spanish 
Club  1;  Spanish  Assembly  1; 
Badminton  1. 


MARGARET  A. 

FITZGIBBON 

1  V53  Centre  St.,  Hoslindale 
Peggy  has  the  unusual  hohhy  of 
collecting  antique  music  boxes 
.  .  .  Peggy  is  unusual,  anyway 
.  .  .  We  find  her  intriguing  and 
stimulating  with  her  varied  in- 
terests and  different  outlook  .  .  . 
Colby  Junior  College  is  her  goal. 
Girls'  Glee  Club  1;  Tennis  1. 


MARIE  A.  FLAHERTY 

337  LaGrange  St.,  W.  Roxbury 
Bowling,  swimming,  and  soft- 
ball  are  favorites  with  Jerry  .  .  . 
She  enjoys  reading  good  books, 
as  all  Rossie  students  should  .  .  . 
She  will  make  an  attractive, 
capable  secretary. 
Office  Switchboard  I ;  Bouiiny  I. 


DORIS  M.  FLANAGAN 

15  Perham  St.,  West  Roxbury 
"Worry  not"  is  her  philosophy 
.  .  .  and  we  think  along  with 
Mortimer  Adler  that  it  is  a  good 
one  .  .  .  Roller  skating  and  swim- 
ming are  her  sports  .  .  .  Her  am- 
bition ...  to  keep  those  fingers 
nimble  as  a  typist. 


EDWARD  F.  FLANAGAN 

ill  Belgrade  .\\<-.,  Hoslindale 
Ed<lie  is  the  silent  type  .  .  . 
doesn't  say  much,  but  always 
fia.slies  that  pleasing  smile  .  .  . 
Some  of  the  rest  of  us  are 
noisier,  but  Eddie  can  hold  his 
own  with  the  wits  of  '49  any 
day. 


ROGER  E.  FLINT 

5()  Chesl)rougli  Hd.,  W.  Hoxbury 
Clever  Roger  can  turn  his  hand 
to  almost  anything  .  .  .  He  never 
misses  a  football  game  ...  or  a 
good  new  book  .  .  .  He  can  write, 
too  .  .  .  He'll  hate  us  for  calling 
him  a  brain  .  .  .  but  he  is. 
Honor  Roll; 


GEORGE  J.  FLYNN 

!)  Xeponset  St.,  Hoslindale 
Hed  seems  to  be  a  quiet  sort  of 
guy,  but  can  he  play  football 
and  baseball!  .  .  .  He  has  starred 
at  both  for  three  years  .  .  . 
We're  sure  he'll  be  head  of  the 
Boston  Ice  Company  in  about 
ten  vears. 
Football  S;  Baseball 


JEAN  M.  FLYNN 
131  Brown  Ave.,  Hoslindale 
Jean  likes  to  bowl,  and  is  also  a 
very  smooth  little  dancer  ...  A 
volume  of  personality  she  is  sure 
to  make  an  efficient  secretary 
.  .  .  Oh,  we  have  loads  of  themi 
Office  Suitchboard  1;  Bowling  1; 
Tennis  1. 


VIRGINIA  M.  FL-raN 

351  Weld  St.,  West  Roxbury 
Tiny  .  .  .  i)ut  full  of  vim  and 
vigor  ...  is  (;inny  .  .  .  She  likes 
to  bowl  .  .  .  also,  she  can  often 
be  found  on  the  tennis  court  .  .  . 
She  wants  to  be  a  medical 
secretary. 

Office  Switchboard  1;  Bowling  1; 
Tennis  1. 
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WALTER  F.  FOLEY 

Sti  Cotton  St.,  Rosliiulalo 
Xotliing  could  down  Walter  I'oi 
long  .  .  .  He's  irri'prcssible  .  .  . 
We've  never  seen  him  down- 
liearted  .  .  .  He  loves  the  water 
.  .  .  both  to  swim  in  and  skate  on. 


DOROTHEA  ^L  FORD 

!)  Varick  Rd.,  West  Roxhuiy 
I  nfiustered,  easy-going  Dotty 
.  .  .  has  no  ])assion  lor  school  .  .  . 
another  prospective  .  .  .  don'l 
tell  us,  let  us  guess  .  .  .  Sccrclurii- 
Dotty  has  lots  of  fun  rolhi 
skating. 

Field     Hockey    1;    lioirliiiy  I: 
Tennis  1. 


JAMES  F.  FREELEY 

788  Canlerhury  St.,  Roslindalc 
Jim  is  a  rugged  indi\idualisl 
and  doesn't  mind  .showing  it  .  .  . 
He's  ditfereiit,  hut  we  like  it! 
.  .  .  He's  i)een  quite  an  addition 
to  the  hockey  team  this  year. 

HorL-ey  1;  Tnirk  1 ;  liasehM  1. 


MILDRED  I.  GADD 

'i'.)  Wliipple  Ave.,  Roslindale 
Miliy  is  tops  on  everyone's  list 
...  a  friendly  gal  with  a  wonder- 
ful disposition  .  .  .  she  sna|)s 
pictures  for  a  hohhy  .  .  .  swim- 
ming is  a  favorite  among  sports 
.  .  .  w<'  know  you'll  he  a  success, 
Millv. 


RITA  F.  GALLA(;HER 

33  Whipple  .\ve.,  Roslindalc 
Rita's  ambition  is  to  travel  .  .  . 
see  all  the  seven  seas  .  .  .  sec 
the  wonders  of  the  world  .  .  .  Wc 
hope  you're  fortuniitc  enough 
to  make  ynr  dream  come  true, 
Rita. 

Offirr  Sii  ilrhhoiird  1. 


CONSTANCE  R.  GARCIA 

VH  .Maple  St.,  West  Roxbury 
Connie,  the  kind  of  girl  it's  al- 
way  nice  to  know  .  .  .  She  can 
bowl,  too  .  .  .  Her  ambition  is 
liairdressing,  but  if  she  can  cook 
as  well  as  her  mother,  her  for- 
tune is  made. 

Office  Siritclihixird  I :  Ihtirling  ■>. 


ROBERT  W.  GARDNER 

H3  Sclwyn  St.,  Roslindalc 
"California,  here  I  come!  "  .  . 


or  so  says  Hob  . 
live  there,  folks  . 
ably  land  a  job 
right  off  the  bat  . 
it  takes. 
French  Club  1. 


.  He  wants  to 
.  .  He'll  prob- 
in  Hollywood 
.  .  He  has  what 


R.  BRADFORD  GAYE 

50  Hastings  St.,  West  Roxbury 
Hrad  is  one  of  the  best  liked  fel- 
lows in  our  gang  .  .  .  Everybody 
knows  and  enjoys  his  cartoons 
in  the  Tiittlir  .  .  .  He  tloes  tricks, 
to(j!  .  .  .  See  vou  in  the  funnies, 
Hrad! 

Merit    List;    Tattler    Staff  2; 
Hand  2. 


ELIZABETH  M.  GILL 

IHl  I'erham  St.,  West  Roxbury 
Hetty  has  an  amazing  back- 
gronntl  gained  from  her  wide 
reading  .  .  .  She'd  like  to  be 
cither  a  bookkeeper  or  a  medical 
secretary  some  day  .  .  .  She  likes 
swimming  and  bowling. 


ROBERT  GILL 

ISl  Herham  St.,  West  Roxbury 
Hob  is  one  of  the  strong,  silent 
l.vpe  .  .  .  of  whom  we  have  not  a 
few     in     '  H)  .  though 

,\()n  might  not  believe  it  .  .  . 
I'crhaps  he'll  make  a  big  noise 
in  the  world  one  day. 


ANN  E.  GREEN 

38  ('oll)erg  Ave,  U()sliiHl:il(' 
Anil  loves  to  argue  ...  in  the 
Debating  Clul),  tliat  is  .  .  .  lias  a 
genius  for  creating  wonl  pic- 
tures ...  a  future  dental 
hygienist  .  .  .  she'll  go  far  witii 
her  brains  and  warm  peisonal 
appeal. 

Hoslyn  Chapter,  Ndlional  Honor 
Society:  Honor  Roll. 

Tattler  1;  Dehating  Club  1,  Prr.si- 
ilent;  Junior  Red  Cross  Repre- 
sentative 1. 


ROBERTA  H.  GREEN 
'20^  Willow  St.,  West  Roxbury 
Blonde  and  gentle  Bobbie  is  a 
really  valuable  asset  to  the  class 
.  .  .  Her  sweet  earnest  sincerity 
have  made  us  admire  and  like 
her  to  no  eiid  .  .  .  Our  good 
wislieswherever  she  goes! 
Bowling;  Merit  List:  Glee  Club: 
French  Club;  Badminton. 


DOROTHY  L.  GREENBERG 

151  Cottage  Rd.,  West  Roxbury 
Dotty  is  a  real  beauty  .  .  .  you 
have  only  to  look  at  the  picture 
to  see  that  .  .  .  and  she  has  the 
charm  to  match  her  looks  .  .  . 
She  collects  photographs  .  .  . 
we'd  like  to  collect  hers. 
Office  Switchboard  1;  Bowling  1. 


JANET  M.  GREENE 

59  Dwinell  St.,  West  Roxbury 
Another  aspiring  nurse  .  .  .  When 
Janet's  not  gliding  over  the  ice, 
she  finds  relaxation  in  kiutting 
.  .  .  her  patients  will  be  cheered 
considerably  by  her  beautiful 
red  hair  and  bright  eyes. 
Bowling  1;  Tennis  1. 


PATRICfA  M.  GRIFFIN 

\n->  Dwinell  St.,  Wot  Roxbury 
I'at's  cute  ways  have  won  her 
many  friends  in  her  three  year."* 
at  Rossie  .  .  .  She  is  very  handy 
with  knitting  needles  ...  as  she 
has  proved  by  the  smart  outfit.') 
>he  wears  .  .  .  She  intends  to 
become  a  schoolmarm. 
t'renih  Club  1 :  Boirliny  I. 


GONCETTA  T.  GUBITOSO 

7  Conway  St.,  Roslindale 
\\ith  the  aid  of  her  easy  going 
manner  and  excellent  qualities 
Connie  will  make  a  very  success- 
ful accountant  .  .  .  Her  favorite 
sport  is  dancing  and  her  hobby 
is  sewing. 

Office  Switchboard  1;  Bowling  I. 


BARBARA  R.  GUINAN 
40  Dent  St.,  West  Roxbury 
One    of    the    most  thoroughly 
likable  of  our  many  small  gals 
.  .  .  Barbs  is  gifted  with  a  su- 
perior voice  .  .  .  With  her  sweet 
and  charming  personality  she'll 
easily  attain  her  goal — a  radio 
singer — you're  on.  Barbs. 
Clee  Club  S:  Radio  Braodcast  .'; 
French  Assembly  1. 


MARIE  J.  GUINDON 

17  Rodman  St.,  Jamaica  Plain 
Pleasing  to  the  eyes,  Marie 
possesses  a  magnetic  personality 
.  .  .  She  should  make  somebody 
a  good  secretary  .  .  .  We  are 
certain  that  she  will  go  on  from 
Rossie  lengthening  her  chain  of 
friendships. 

Office  Switchboard  .J;  Bowling  1. 


MARY  E.  GRIFFIN 

1"23  Cummins  Hgwy,  Roslindale 
Blonde  Connie  .  .  .  where  did 
she  get  that  nickname  anyhow? 
.  .  .  likes  bowling  and  roller  skat- 
ing .  .  .  Her  experience  at  the 
office  board  should  prepare  hei 
well  for  a  career  as  a  voice- wit  li- 
the-smile girl. 

Office  Sw'tchboard  1;  Bowling  1; 
Tennis  1. 


WILLI.\M  S.  HALL 

So  Dwinell  St.,  West  Roxbury 
Bill  can  never  make  both  ends 
meet  .  .  .  where  time  is  con- 
ceriu'cl  .  .  .  He's  a  man  of  so 
many  accomplishments  .  .  .  You 
can't  keep  up  with  him  .  .  .  To 
know  him  is  to  like  him  .  .  . 
and  we've  done  both. 
Merit  List  1;  Senior  Council  1: 
Yearbook    1,  Editor-in-chief: 
Tattler  >:  Key  Club  1;  Radio 
Broadcast    J;    Cadet  Officer, 
Track  1 ;  Red  Cross  J. 


DIANA  A.  HAMATY 

3066  Wash.  St.,  West  Roxhury 
Diana's  quiet  chanii  and  aiiiial)le 
disposition  rank  her  first-rate 
among  lier  feUow  students  ...  a 
lugh  schohistic  record,  too!  .  .  . 
She  wants  to  be  ainanuen.sis  to 
a  medico  .  .  .  medical  secretary, 
in  j)hiiu  English. 
Rosli/ii  Chaplcr,   A^atinndl  Honor 

Sociiii/  •),  Sicrdary  1. 
Honor   Roll;  Senior  Council  1; 
Yearbook-  Staff  1:  Girl.i'  Glee 

Club   1;  French    A.sxeinbly  1; 

French  Club  1;  Latin  Club  1. 

PAUL  E.  HAMLET 

680  LaGrange  St.,  W.  Roxhury 
Paul  is  the  most  eligible  bache- 
lor of  "-19,  but  he  doesn't  seem 
to  know  it  ...  A  modest  man  of 
many  talents  .  .  .  He's  a  presi- 
dent worthy  of  the  job  .  .  .  an<l 
he's  made  the  job  worthy  of  him. 
Roslyn  Chapter,  Nat'onal  Honor 

Society  2. 
Honor  Roll;  Senior  Class  Presi- 
dent; Senior  Council  1;  Year- 
booh,  Af<.sociate  Editor;  Tattler 
Staff  3,  Art  Editor  1;  Key  Club 
2;  Dramatic  Club  I;  Radio; 
Broadcast  1;  French  Club  1 
Senior  Class  Play. 

JOAN  M.  HANLEY 

1!)  Rhoda  St.,  West  Roxl)Uiy 
Sinceiity  and  amiability  are 
Joan's  formula  for  succes.s  .  .  . 
Without  any  apparent  effort  she 
manages  to  handle  everything 
that  comes  her  way  .  .  .  Slie  has 
all  it  takes  to  make  her  a  splen- 
did teacher. 

Yearbook  Staff;  Bowling  1. 


MAUREEN  C.  HANLON 

50  Florence  St.,  Roslindale 
Maureen's  quips  and  ready 
wit  have  been  an  omnipresetit 
source  of  amusement  .  .  .  With 
her  broad  grin  and  warm  per- 
sonality she  will  go  a  long  way 
in  the  field  of  social  work. 
Senior  Council ;  Tattler  Represent- 

atire     1;     Cheer    Leader  1; 

Basketball  1. 


JOAN  M.  HANNON 

.17  Halleday  St.,  Roslindale 
A  tidcnted  actress  .  .  .  Joan  is 
charming  and  lovely  .  .  .  .Swim- 
ming has  the  toj)  |)riority  on  her 
list  of  favorite  sports  .  .  .  Joan's 
laudable  aspiration  is  the  nursing 
profession. 

Taller  Representative  1;  Office 
Switchboard  1:  Basketball  1; 
Bowliuij  1 ;  SiriuuniiKj  I. 


JOHN  B.  HANSEN 

'27  Havana  St.,  Roslindale 
Jack  is  one  of  our  most  unusual 
members  .  .  .  He  has  a  brain 
.  .  .  He  even  collects  books  .  .  . 
But  where  are  they.  Jack?  .  .  . 
He  can  make  like  Damon  Run- 
yon,  too. 
Honor  Roll. 


MARY  E.  HARNETT 

i  Dunford  St.,  Roxl>ury 
A  delightful,  accomplished  jjiau- 
ist   .   .   .  she  really  takes  our 
breath  away  by  her  playing  .  .  . 
.\fter    graduating    from  Em- 
manuel College,  Mary  will  enter 
the  teaching  [)rofession  .  .  .  The 
kiddies  will  be  charmed  by  her 
beautiful  blue  eyes. 
Debating  Club  1;  Dramatic  Club 
1;  Glee  Club  ,> ;  Radio  Broad- 
cast 1;  French  Club  .};  Spanish 
Assembly  S;  Orchestra  .3. 


JAMES  L.  HAYES 

'20  Lasell  St.,  West  Roxbury 
Jim  has  an  interesting  i<lea  for 
his  future  .  .  .  He  wants  to  be  a 
stagehand  .  .  .  He  collects  guns 
.  .  .  Dangerous  man,  Jim!  .  .  . 
Hut  he  aV'Oids  carrying  one  be- 
cause he's  a  cadet  officer. 
Cadet  Officer. 

VERA  HEINEMAN 

i'H  C.rove  St.,  West  Roxbury 
\  ersatile,      vivacious,  sharp- 
witted,  too  .  .  .  \"era  will  make  a 
hit  with  the  school  kiddies  .  .  . 
.V  busy  little  lady  .  .  .  bubbling 
over  with  life  .  .  .  lots  of  fun  to 
be  with  .  .  .  She  really  sjjMrkles. 
Roslyn  Chapter,  National  Honor 
Society,  Honor  Roll. 
Yearbook;     Tattler    Staff  2; 
French  Club  2,  Secretary;  De- 
baling  Club  J;  Dramatic  Club 
1;    Radio  Broadcast  1;  Boirl- 
iug  1 ;  Field  Hockey  1;  Tattler 
Representatire  1;  Senior  Plat/; 
N.  H.  S.  Play. 


ELAINE  B.  HENDERSON 

Landseer  St.,  West  Roxbury 
Pretty  and  blonde,  Elaine  is  one 
of  Rossie's  sweetest  and  most 
po])ular  girls  .  .  .  As  captain  of 
the  bowling  team  she  led  her 
team  on  to  victory  .  .  .  Good  luck 
at  college! 

Merit  List;  Senior  Council;  Boirl- 
ing  2. 
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RAYMOND  F.  HIGGINS 

103  Russet  I  Rd.,  West  Roxl)iiry 
The  way  to  a  man's  heart  is 
through  his  stomadi  .  .  .  When 
not  eating,  Hig  is  l)urning  up 
tlie  sports  fiehls  .  .  .  Not  every- 
one knows  how  clever  he  is  .  .  . 
l)ut  everyone  iinows  he's  a  right 

guy. 

Tattler  Staff  1 :  Cadet  Officer,  Fir.st 
Lieutenant ;  Football  2;  Track 
1;  Junior  Red  Cross  Repre- 
sentative 1. 


JEAN  A.  HOOPER 

554  Wehl  St.,  West  Roxhury 
Jean's  Hfe  is  centered  around 
the  letter  S  .  .  .  She's  sweet,  she 
likes  swimming  .  .  .  and  i.s  a 
super  seamstress.    She  hopes  to 
become  a  medical  secretary. 
Merit  List;  Rouliug  J;  Tenuis  : 
Badminton    1;   Su-imminy  1; 
Junior  Red  Cross  Representa- 
tive 1. 


FLORENCE  HORSTMANN 

'288  Beech  St.,  Roslindale 
^  ou  can  find  Flo,  wherever  there 
is  excitement  .  .  .  But  bowling, 
skating,  and  dancing  are  Flo's 
favorite  pastimes  .  .  .  Teaching 
is  Flo's  ambition  .  .  .  and  we 
commend  it. 

Debating  Club  1;  Glee  Club  3; 
French  Club  1;  French  Assem- 
bly 1;  Spanish  Assembly  1; 
Field  Hockey  1;  Bouliiuj  -1; 
Junior  Red  Cross  Representa- 
tive 2. 


JOHN  J.  HOURIHAN 

'23  Hawthorne  St.,  Roslindale 
John  is  so  agreeable  and  good- 
natured  that  you  can't  help 
liking  him  .  .  .  not  that  we 
would  want  to  .  .  .  His  rather 
serious  face  and  manner  are 
deceptive  .  .  .  He  has  a  good 
sense  of  humor. 
Senior  Council;  Cadet  Officer. 


EVELYN  B.  HUNTER 

76  Sherwood  St.,  Roslindale 
Searciiing  for  a  rare  stamp?  .  .  . 
See  Barby  .  .  .  Got  a  knott,\ 
knitting  problem?  .  .  .  (to  to 
Barby  .  .  .  She  plans  .  .  .  we  are 
glad  to  say  ...  to  earn  her  liveli- 
hood as  a  food  manager. 
Merit  List;  Glee  Club  1;  French 

Club  2;  French  Assembly  1; 

Softball  1. 


TIHvRESA  .VI.  LNSKRRA 

(i23  South  St.,  Rosliiidiile 
Sweet,  friendly,  sofl-si)okeii  .  .  . 
Terry  derives  her  pleasure  from 
swimming  and  dancing  .  .  .  For 
three  years  we  have  admired 
her  lovely,  serene  [(rettiness  .  .  . 
and  her  stunning  blouses. 
Merit  List;  Office  S irltrhboard  3. 


DOROTHY  M.  LSLAS 

115  Maker  St.,  West  Roxbury 
Dotty  is  always  ready  for  a  chat 
.  .  .  Her  fingers  are  nimble  at  the 
piano,  her  feet  at  dancing,  and 
skating  .  .  .  She  leaves — as 
rouiitless  others  do — with  notc- 
l)Ook  an<l  pencil. 
Tattler  Staff  1. 


MARIE  E.  JACOBSEN 

1!)  P^astwood  Cir.,  West  Roxbury 
Marie  is  blonde  and  slender  .  .  . 
Skating  keeps  her  that  way  .  .  . 
Reading  and  the  piano  are  her 
hobbies  .  .  .  Many  activities 
keep  her  happy  and  busy  .  .  . 
Her  graf  iousness  will  serve  her 
well  in  business. 

Roslyn  Chapter,  National  Honor 

Society  3. 
Honor  'Roll;    Tattler    Staff  1; 

Office  Switchboard  1;  Houiing 

I ;  Badminton  2. 


CLAIRE  E.  JAMESON 

50  Catherine  St.,  Roslindale 
Claire's  a  gal  who  can  take  it 
.  .  .  For  three  years  she's  been 
helping  feed  the  ravenous  noon- 
time mob  .  .  .  Cheerful,  compe- 
tent .  .  .  Claire  enjoys  literature 
.  .  .  fond  of  dancing,  too. 
Lunchroom  3;  Switchboard  Op- 
erator 1 ;  Spanish  Assembly  1. 


CAROL  M.  JOHNSON 

()0  Westover  St.,  West  Roxbury 
Though  Carol  is  petite  she  has 
enough  personality  for  a  person 
twice  her  size  .  .  .  Dancing  and 
swimming  are  her  favorites  .  .  . 
We  hope  >he  will  l>e  very  happy 
as  a  secretarv. 
(;/(•<■  Club  3.  " 
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DOLORES  G.  JOHNSON 
85  Litiden  Rd.,  West  Roxluiry 
Dolly  intends  to  heconic  m 
woman  in  white  .  .  .  Her  hrighl 
blue  eyes  and  sweet  niaiuur 
should  act  as  a  real  tonic  to  lici 
patients  .  .  .  We  hope  slic'll  find 
time  to  go  horseback  riding  alter 
hours. 

Office  Switchboard  1;  Boiding  1. 


DOROTHY  A.  JOHNSON 

Washington  St.,  Rosliiidale 
In  school  Dotty  is  gay  .  .  .  l*rol>- 
ably  thinking  about  roller  skat- 
ing .  .  .  For  that's  her  favorite 
form  of  recreation  .  .  .  As  a 
secretary,  we  hope  Dotty  will 
have  enough  time  to  continue 
her  skating. 


FRED  A.  JOHNSON 

\{)  Ethel  St.,  Rosliiidale 
Fred  is  the  quiet,  good-natured 
type  who  has  a  good  word  for 
everyone  .  .  .  Fred  will  eventual- 
ly become  a  second  Kinstciii,  \\ c 
hojie  .  .  .  He's  pretty  handy  with 
his  amateur  radio  set. 
Merit  List;  Track  1. 


MARJORIE  E.  JOHNSON 

16  Fthel  St.,  Koslindale 
Margie  is  one  who  is  always 
contented  .  .  .  She  enjoys  skat- 
ing, but  in  the  house  stanii)- 
collecting  is  her  favorite  pastime 
.  .  .  She  hopes  to  be  a  commercial 
artist. 

Yearhooh:  Tattler  Stu  ff  1;  Office 
Siritrlilidii nl  I. 


NANCY  H.  JOHNSTON 
K!  Willow  St.,  West  Roxbury 
Nancy    is    a    girl    with  much 
energy  .  .  .  Likes  dancing  anrl 
roller  skating  ...  If  she  manages 
her  customers"  hair  as  well  as 
she  does  her  r)wii,  Nancy  will  be 
a  successful  beautician. 
Office  Switchboard  I. 


BARBARA  JONES 

1!)  Ruskin  St.,  West  Roxbury 
(  heerful  and  friendly  at  all 
times,  Barbara  is  a  popular  girl 
here  at  Rossie  .  .  .  Her  favorite 
sport,  baseball,  is  becoming 
fairly  chronic  with  our  distaff 
side  .  .  .  .She  intends  to  become  a 
secretary. 

Spanixh  Assembly  1. 


BARBARA  A.  KANE 

.)!■  I'arklawn  Rd.,  West  Roxbury 
Barl)ara  has  a  rare  gift  ...  (in 
addition  to  her  keen  intelli- 
gence) .  .  .  that  of  real  sincerity 
and  genuineness  .  .  .  We  all  ad- 
mire her  for  this  sterling  quality 
.  .  .  and  like  her  for  her  gentle 
charm. 

Honor    Roll;    French    Club  I; 
Su  inimint/  1. 


MARION  KANE 

11  Sunnybank  Rd.,  W.  Roxbury 
^L^rion  is  a  quiet,  but  popular 
girl  at  Rossie  .  .  .  She  intends  to 
become  a  beautician  .  .  .  and 
with  her  poise  and  neatness  we 
are  sure  she  will  be  a  success. 
Hoirlintj  1. 


FRANK  KANNEGIESER 

;{(•  Rridge  St.,  Rosliiidale 
Frank  is  that  tall,  good-looking 
chap  who  seems  to  command 
respect  and  liking  from  every- 
one .  .  .  Baseball  is  his  hobby  .  .  . 
with  music  on  the  side. 
Keij  Club      Hand  J. 


THERESA  KARA 
tsor  Wash.  St.,  West  Roxbury 
Terry  always  has  a  smile  for 
everyone  .  .  .  She  possesses  a 
friendly  nature  and  cheerful 
manner  that  cannot  be  excelled 
.  .  .  She  has  a  jjerfect  dis|)osition 
to  become  a  successful  stenog- 
rapher. 


CLEO  KARAFOTIAS 

'i-lS  Spring  St.,  West  Roxhury 
Mary  is  as  liriglit  as  lier  silky, 
l)latk  liair  .  .  .  Slip  likes  swini- 
iiiiiig  but  dancing  as  her  hobby 
means  a  lot,  too  ...  In  whatever 
Marv  does,  inav  she  l)e  sucees.s- 
ful.  ' 


LORRAINE  C.  KARAM 

,5003  Wash.  St.,  West  Roxi)ury 
Pretty,  sweet,  lull  of  vitality 
and  interest  .  .  .  Laurie  has  a 
wide  range  of  abilities  and  assets 
.  .  .  Siie  hopes  to  bec  ome  a  legal 
secretary  .  .  .  That  will  be  nice 
for  some  nice  lawyer. 
Ro.slyn  Chapter,  National  Honor 
Society. 

Honor  Roll;  Senior  Council; 
Yearbook;  Glee  Club  1;  French 
Club  1;  Latin  Club  1. 


VICTOR  J.  KAZAKA 

li  LaGrange  St.,  W.  Roxbury 
\ic  is  everybody's  friend  .  .  . 
Smart,    cheerful,  hardworking 
.  .  .  he's  been  a  real  asset  to  oui 
class  .  .  .  He  s  headed  for  college 
.  .  .  and  to  travel  the  Levant  .  .  . 
Middle  East,  that  is. 
Merit    List;    Yearbook-;  Tattler 
Staff  1;   Key  Club  2;  Tattler 
Representatire  1;  French  As- 
xernbly  1 ;  Track  1 ;  Senior  Claxs 
Play;    Red    Oo.v.v    1;  Radio 
Broadcast  1. 


FRANCIS  J.  KEARNEY 

7-t  Xeponset  Ave.,  Roslindale 
Frank  is  an  athlete  with  foot- 
ball and  track  as  his  strong; 
points  .  .  .  not  a  bad  student  in 
the  classroom  either  .  .  .  He 
could  become  a  jack  of  almost 
any  trade,  from  where  we  sit. 
Football  2;  Track  2. 


SUSAN  H.  KEARNS 

85  Florence  St.,  Roslindale 
Sue  will  make  a  cute  telephone 
operator  .  .  .  Swimming  and 
dancing  are  tops  with  her  .  .  . 
bet  you're  glad  to  graduate. 
Sue!  .  .  .  But  we're  sorry  to 
leave  you. 

Office  Switchboard  1. 


MARJORIE  A.  KEEFE 

I'.n  .Mt.  N  einon  St.,  W.  Roxbury 
\Lirgie  is  always  [lieasant  and 
well-mannered  .  .  .  .She  is  [)a- 
tient  in  whatever  she  does  .  .  . 
Her  friendly  manner  and  good 
disposition  have  helped  make 
her  po|)ular. 

Office  Sirilrliboard  1 ;  lioulinij  1. 


PAUL  E.  KEENAN 

2i  Atlantis  St.,  West  Roxbury 
Paul  is  that  dynamic  little  man 
who  buzzes  arounfl  in  a  hot-rod! 
.  .  .  We  know  lie'll  make  the 
next  ()lym|)ic  skiing  team  .  .  . 
Ski  heil,"  Paul! 


JAMES  E.  KELLY 

11  Primrose  St.,  Roslindale 
Swisher  got  his  nickname  be- 
cause of  his  excellent  eye  at  the 
plate  .  .  .  (Home,  we  mean,  not 
dinner)  ...  If  he's  a  good  an 
engineer  as  he  is  a  friend,  he'll 
hit  the  top. 
Ciidd  Officer  1. 


JOAN  M.  KENNEDY 

66  Farquhar  St.,  Roslindale 
Always  neat  .  .  .  and  quite  in 
style  .  .  .  Joan  has  a  dignity  we'd 
love  to  copy  .  .  .  But  we  can't 
quite  make  it  .  .  .  She'll  be  an- 
other ad  for  R.H.S.  at  Boston 
Clerical. 


WILLIAM  P.  KENNY 

1015  South  St.,  Roslindale 
Bill  is  the  strong  silent  type  .  .  . 
Whi[)s  up  the  finest  sodas  West 
Roxl)ury  has  seen  .  .  .  Not  bad 
at  football,  either  ...  or  base- 
ball .  .  .  and  a  streak  on  the 
track. 

Spanish    Club    1;    Football  2; 
Track  J;  Baseball  1. 
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DOUGLAS  J.  JONES 

U  Kthel  St.,  Hosliiidale 
Doug  is  an  cxiiiiiple  of  one  of  our 
rosy-checked  fanners  from  l{osie 
.  .  .  ("ollo(|uially  speaking;,  of 
course  .  .  .  lie  is  usually  the  first 
out  at  •2:3(1  .  .  .  Hut  can  you  hiaiiie 
him? 


HELEN  M.  KIRCHGASSNER 

38  Bexley  H<1.,  Roslimlale 
Helen  does  things  quietly  and 
efficiently  .  .  .  she  has  a  smile  for 
everyone  .  .  .  Her  favorite  sport 
is  swimming  .  .  .  skating  occu- 
pies her  spare  time  .  .  .  she  plans 
to  he  a  stenographer. 
Office  Switrhlxxird  1. 


JOAN  E.  KOHLER 

5  Blanoon  Rd.,  Jamaica  IMain 
Oh,  what  a  marvelous  tan  I  .  .  . 
Joan  is  possessed  of  a  lovely 
voice  ...  a  talented  artist,  toi' 
...  In  fact  she's  going  to  makr 
art  her  profession  .  .  .  we  can 
easilv  see  wliv. 
Glee  Club  J. 


MAYNARDC.  KRETCHMAN 

86  Cornell  St.,  Roslindalc 
Scratch  is  a  perfect  example  of 
"good  things  come  in  small 
packages"  .  .  .  He  is  interested 
in  |)h()tograi)hy  .  .  .  Even  though 
we  sometimes  don't  sec  him. 
Room  111  know  he's  there. 


JOAN  S.  KUNDERT 

Tii  .Augustus  .\ve.,  Roslindalc 
Though  Joan  may  seem  (|uict  al 
first,  once  you  know  her  you'll 
find   her   very  interesting  .  . 
She  likes  swimming  and  art  .  . 
Joan's  ambition  is  to  hccomc  :i 
.slenogra  pher. 


JEAN  M.  LACROSSE 

5'2  Sanhorn  .\ve.,  W.  Roxl)ury 
Jean  is  full  of  fun  and  .  .  . 
She  was  one  of  the  cheer  leaders 
who  this  year  helped  inspire  our 
team  to  win  the  district  cham- 
pionship .  .  .  We  enjoy  her  (piick 
wit. 

Office  S irilrlihnard  1 ;  Cheer  Leader 
'  1 ;  lia.skctbnU  1 ;  Bouliny  2. 


VIRGINIA  E.  LAMB 

.5  Johnswood  Rd.,  Roslindalc 
(liniiy  s  a  gal  who  loves  a  good 
time  ...  a  faithful,  admiral)le 
friend  .  .  .  She's  got  a  good  sup- 
ply of  brains  too  ...  a  wonderful 
swimmer  .  .  .  (iinny's  minature 
collection  is  something  to  see. 
Ro.ihin  Chapter,  National  Honor 

Society  2. 
Honor    Roll:   French    Club  2; 

Swimming  1. 


ARTHUR  E.  LAMBRECHT 

4  Lorette  St.,  West  Roxbury 
Art  is  a  quiet,  modest  fellow  .  .  . 
lie  aims  to  be  a  mechanic  .  .  . 
He's  the  outdoor  type  .  .  .  the 
Mark  trail  of  the  West  Roxbuiy 
woods  .  .  .  for  he's  an  enthusiastic 
hunter. 


EVELYN  A.  LANE 

!<)'>  Willow  St.,  West  Roxbury 
Chickie  is  a  friendly  and  likeable 
person  .  .  .  .\side  from  possessing 
a  wonderful  skill  in  piano  i)lay- 
ing,  she  also  likes  to  roller  skate 
and  swim  .  .  .  She'll  be  a  lovely 
nurse. 

Tattler    lie prcsentatire    I  :  Office 
Siritch  board  1. 


ROBERT  D.  LANE 

1  H)l  Centre  St.,  Kosliiidalc 
Hob  is  a  man  of  parts  .  .  .  lie's 
(|uict,  but  when  he  opens  his 
mouth,  he  really  says  something 
.  .  lie  enjoys  swimming  ,  .  .  and 
lie's  a  watcli-tlic-birdic  fan  .  .  . 


1  leaded  for  engineering. 
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HELEN  A.  LARGEY 
S55  Conifll  St.,  Rosliiidalf 
Helen  likes  to  spin  records  (on 
the  phonograph),  and  spin  lier- 
seif  on  the  roller  skating  rink  .  .  . 
In  order  to  become  a  secretary, 
Helen  plans  to  study  at  Boston 
Clerical. 

Junior  Red  Cro.i.f  Rt'prcsviitatiic 
1. 


DIANE  C.  LAWSON 

li  Carroll  St.,  West  Roxhuiy 
Petite  and  cute,  Dee  Dee's 
friendly  manner  has  a  captivat- 
ing appeal  we  all  appreciate  .  .  . 
She  will  make  a  perfect  secretary 
after  graduation  from  Katharine 
Gibbs  .  .  .  She's  a  smooth  dancer, 
too. 


CONSTANCE  A.  LEARY 

10  Maxfield  St.  West  Roxbury 
Connie  ...  a  cute  red-head  .  .  . 
has  a  pert  way  of  answering 
you  .  .  .  She  can  cut  a  good  figure 
eight  on  the  ice,  too  .  .  .  She'll 
be  a  pleasant  nurse. 
Bottling  1;  Tennis  1. 


JUNE  B.  LEEAR 

33  DeSoto  Rd.,  West  Roxbury 
Quiet  and  sweet,  June's  friendly 
ways  have  won  many  friends  .  . 
She  is  an  ardent  lover  of  art 
.  .  .  June  possesses  that  certain 
something  that  is  necessary  to 
become  a  good  secretary. 
Office    Sicitchboard    2;  Sivim- 
miitg  1. 


RITA  G.  LIPPOLD 

50  Stimson  St.,  West  Roxbury 
Rita,  amiable  and  liked  by  all, 
claims  ice  skating  as  her  favorite 
sport,  dancing  her  hobby  .  .  . 
The  secret  of  Rita's  smart 
appearance  is  her  ability  in  sew- 
ing her  own  clothes. 
Off'ice  Sititchboard  1;  Boirlintj  1. 


MARY  LOCKLIN 

o.j  H<'lle  .\vc..  West  Uoxliiiry 
Mischievous,  sportive  .  .  .  ami 
■AW  active  athletic  participant 
.  .  .  bike  riding  keeps  -Maiy 
lirnlicfcd  up  .  .  .  She'll  be  a  fa- 
mous conjincrcial  artist  some 
day  .  .  .  t  liis  gal  has  talent. 
Ttiltirr  Stuff:  Cla.-t.-i  W  ill;  Baxlcet- 

Ijdll ;  Field    //ijel:ei/;  Bowling; 

Softhall. 


CAROLYN  J.  LONGLEY 

1!)  Mcn.lum  St.,  Roslindale 
Quiet,  atfalile  .  .  .  Carol's  inter- 
ests are  worthv  ones  .  .  .  litera- 
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that's  not  all, 
.  .  gets  a  kick  out  of 
and  bowling  .  .  .  she's 
of  a  calm,  soothing 
speaking  voice. 
Draiitaiir   Cliih    1;   Glee  Club; 
French  Club;  French  Assembly; 
RaHkethall ;  Softball. 


BARBARA  A.  LORD 

S(!  Tower  St.,  Forest  Hills 
Cute,  sweet  .  .  .  cheery,  friendly 
.  .  .  blonde  Barbs  is  a  prospective 
stenographer  .  .  .  very  handy 
with  a  needle  and  thread,  too 
.  .  .  going  roller  skating.  Barbs? 
Office  Switchboard  1. 


KENNETH  LORD 

401H  Washington  St., 

West  Roxbury 
Kenneth  is  one  of  those  fast 
fellows  ...  in  more  ways  than 
one  .  .  .  He  should  go  far  .  .  . 
whether  he  uses  his  feet  or  hi.s 
headi  ...  A  likeable  and  agreeable 
chap. 


ANORA  E.  LOUGEE 
161  Wachusett  St.,  Jam.  Plain 
Lively  Anora  .  .  .  comely  and 
genial  .  .  .  .\  gal  of  varied  inter- 
ests, from  batlniinton  to  music 
.  .  .  Perhaps  we'll  see  her  as  one 
of  the  Powers  models  one  day. 
Honor  Roll;  Tattler  Representa- 
tive 1:  Girls'  Glee  Club  o;  Radio 
Broadcast  1;  Spanish  Assembly 
1;  Office  Sicitchboard  1;  Tennis, 
Secretary;  Badminton    1;  Red 
Cross  Representatifc  1. 
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DIANE  M.  LOVETERE 

•28  ("hisholni  Rd.,  Rosliiidali- 
Diane  as  gracious  as  lier  nami' 
.  .  .  She's  clever,  also  .  .  .  more 
than  siie  herself  realizes,  we 
suspect.  .  .  .  for  she  is  very 
modest  .  .  .  Could  Hilly  Rose  use 
a  good  secretary?  .  .  .  She  swims, 
too. 

Italian   Club   2;  Office  Switch- 
board 1. 


RONALD  R.  LUNDBERG 

11  (u-rtrude  Rd.,  West  Roxbury 
Lun  hopes  to  go  into  Tin  Pan 
Alley  for  his  lifcwork  .  .  .  He  is 
preparing  himself  hy  collecting 
records  .  .  .  mostly  those  of  su<  li 
greats  as  Stan  Kenton  .  .  .  Pro- 
gressive ...  as  Lun  surely  is. 
Glee  Club  J:  Radio  Broadcast  1  : 
Cadet  Officer. 


BARBARA  J.  LYNCH 

'21!)  Wren  St.,  West  Roxbury 
"Lynchie  "  .  .  .  cjuiet  prettiness 
and  delicate  charm  ...  A  lover 
of  sports,  she  prefers  ice  skating 
above  others  .  .  .  Her  ambition 
is  a  little  off  the  beaten  track 
.  .  .  She  wants  to  be  a  dietitian. 
Merit  List;  Tattler  Representa- 
tive 1:  Bouliny  1;  Totnis  1. 


PAULINE  MacDONALD 

3'2  Seymour  St.,  Roslindalc 
Lively,  peppy,  gay  .  .  .  tiiat  s 
Pauline  .  .  .  Her  ambition?  .  .  . 
S  stcnograiiher  .  .  .  How  oddl 
.  .  .  Her  favorite  pastimes  are 
skating  and  dancing  .  .  .  \\\ 
agile,  able  cheer  leader  .  .  .  .Ml 
together  for  a  cheer,  gaiigl 
Tattler  Representative  1 ;  Dramatic 

Cliih     1:    Cheer    Leader  1; 

Basketball  1. 


BARBARA  A.  .MacDONNELL 

81  AL-iple  St.,  West  Roxbury 
".Mac  "  is  the  girl  that's  such  an 
asset  to  the  radio  broadcasts  .  .  . 
as  well  as  an  active  member  of 
the  Senior  Council  .  .  .  Bowling 
and  rea<ling  occupy  her  spare 
time  .  .  .  She'll  make  a  good 
nurse. 

Senior  Council;  Radio  Broadcast 
J;  Bowling  1. 


JE.\N  L.  .NL\TANIS 

;J7!)  Raker  St.,  West  Roxliury 
\\  c  all  know  her  as  Jean  Rodio 
.  .  .  Rut  we  were  very  glad  to  wel- 
come her  back  as  the  first  bride 
the  senior  class  has  known  ...  at 
least  in  our  recollection  .  .  .  .\nd 
a  very  sweet  and  charming  bride 
she  is,  tool 

Junior  Red  Cross  Representative  1. 


DOROTHY  E.  MacKINNON 

110  Hewlett  St.,  Roslindalc 
.\rtistic,  but  not  at  all  tenipera- 
Micntal,  is  Dot  .  .  .  Commercial 
art  is  her  andiition  .  .  .  Dancing, 
liowling,  and  playing  tennis  fill 
u))  her  active  life  .  .  .  .\  nice  kid 
with  a  sweet  disposition. 
Tattler  1;  Tennis  1;  Merit  List. 


PAUL  J.  MADDEN 

16  Brown  .\ve.,  Roslindalc 
Paul  is  the  tall  blonde  with  the 
flashing  smile  from  10!)  .  .  . 
Poise  and  personalitv,  that's 
Paul  .  .  .  He  should  lend 
glamour  to  the  plumbing  busi- 
ness. 


MARGARET  M.  MAGEE 

■2;5(i  Wachusctt  St.,  .lani.  Plain 
Margie  is  a  sweet-tempered  gal 
.  .  .  until  you  call  her  Magec  .  .  . 
and  then  watch  outl  .  .  .  She 
likes  to  roller  skate  and  dance 
.  .  .  She  also  has  a  most  uncom- 
mon desire  ...  to  become  a 
secretary  I 

Office  Siritchhoard  1 :  Ba shetball  1. 


JOHN  NL  M ALOOF 

M;07  W.ishinglon  St.,  Roslindalc 
Jaik  is  the  Kddie  Rickcnbacker 
of  Rossie  .  .  .  Someday  he'll  be 
<lcsigiiing  newer  and  faster  air- 
craft .  .  .  No  wings,  that  isl  .  .  . 
We  wish  iiini  luck  in  aeronautics, 
for  he's  a  good  guy. 
Trench  Club  I;  Football  I;  Base- 
hall  I. 
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ELIZABETH  M.  MALTA 

18  Elgin  St.,  West  Hnxhiiry 
Bctte  takes  everytliing  in  lur 
casual  stride  .  .  .  si)orts,  extra 
curricular  activities,  and  even 
lioiiiework  .  .  .  Reading  and 
l)o\vling  are  her  favorites  .  .  . 
She'll  study  dietetics  at  Regis 
next  yexr. 

Spanish  Cliih  1 :  Houling  J. 


JOAN  D.  MANNERING 
11  White  Oak  Rd.,  W.  Roxbury 
Baby  is  a  sweet,  domestic  girl 
who  would  make  a  wonderful 
wife  after  a  career  of  nursing  .  .  . 
Knitting  is  her  hobby  .  .  .  She 
enjoys  sports,  among  them  ten- 
nis and  bowling. 
Tennis  1. 


MARJORIE  H.  MANNING 

11  Richwood  St.,  West  Roxbury 
Margie,  with  her  soft-spoken 
and  pleasing  ways,  will  surely 
charm  her  patients  as  a  nurse 
.  .  .  She  enjoys  swimming  and 
dancing  as  a  pastime  .  .  .  Always 
a  lady,  Margie  will  succeed  in 
her  chosen  vocation. 
Merit  List. 


MARIE  M.  MANSFIELD 

9  Eastland  Rd.,  Jamaica  Plain 
Lively  Lulu  has  ...  in  our  opin- 
ion .  .  .  the  unique  ambition  of 
our  class  .  .  .  She  wants  to  go  on 
spring  training  with  the  Red 
Soxl  .  .  .  Guess  what  her  favorite 
sport  and  hobby  are. 
Office  Switchboard. 


LORRAINE  B.  MARTEL 

85  Montview  St.,  W.  Roxbur\- 
The  owner  of  the  nicest  smile  of 
'49  .  .  .  Lori  will  live  in  our 
memories  for  her  magnetic  per- 
sonality, her  gaiety  .  .  .  and  her 
impeccable  grooming  .  .  .  We 
won't  even  mention  her  giggle. 
Sirimm'ng  1;  Tennis  1. 


JOHN  H.  MARTIN 

77  .Augustus  .\ve.,  Rosliiidale 
No  one  will  ever  have  trouble 
with  this  silent  lad  .  .  .  .\nd  no 
one  will  trouble  liitn  .  .  .  .\ 
thoroughly  nice  guy  .  .  .  with  an 
ama/ing  l)ackgrourid  gained  from 
reading. 


MARILYN  R.  MAYO 

IH  (  oibcrg  .\ve.,  |{oslindale 
Marilyn,  petite  and  demure  .  .  . 
looks  like  an  angel  on  a  Christ- 
mas card  .  .  .  Her  sincerity  and 
genuine  good  will  are  boundless 
.  .  .  She  collects  foreign  coins  .  .  . 
anil  have  you  seen  her  dance? 
Di  hulini)  Club  1;  Girl.i'  Glee  Club 
.';  French  A-Liembly  1;  French 
Club  1;  Italian  Club  1,  Secre- 
tary: Houling  2;    Red  Cross 
Re prcscntatite  2. 


ROBERT  L.  MAYO 

1-1  Southbourne  Rd.,  Jam.  Plain 
Skip  is  known  to  all  by  his  stal- 
wart bearing  of  the  flag  in  the 
Color  (iuard  .  .  .  His  ambition 
is  the  Xavy,  but  by  the  way  he 
inarches  we're  sure  he'd  do  all 
right  in  the  Infantry. 
Tattler  Representative  1 ;  Track  1 ; 

Red   Cross    Representatire  1; 

Lieutenant  in  Color  Guard. 


PAUL  J.  McBRIEN 

■•247  Stratford  St.,  W.  Roxbury 
Mac  is  a  tall,  lanky  lioy  from 
the  backwoods  of  West  Roxbury 
.  .  .  He  has  quite  an  interest  in 
stamp  collecting  .  .  .  But  he's 
interested  in  sports,  too  .  .  . 
l)rincipally  hockey. 
Cadet  Officer;  Football;  Track  1. 


EDW  ARD  J.  McCABE 

(il4  South  St.,  Roslindale 
Mac  is  gay,  happy-go-lucky 
fellow  whose  perpetual  sense  of 
humor  rates  him  high  at  Rossie 
.  .  .  We  all  admire  his  even  dis- 
position and  ability  to  provide 
good  times. 

Cadet  Officer;  Football  2;  Track  J. 
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PHILIP  L.  McCALLUM 

'27  Lorette  St.,  West  Roxhury 
Fliil  is  one  of  those  difficult  la<l> 
to  uiiderstaiui  .  .  .  Silent,  liut 
smart  .  .  .  The  two  seem  to  go 
together  .  .  .  Only  the  smart  are 
quiet. 


ROSEMARY  C.  McCUSKER 

1-,'  Hildiiii  St.,  West  Roxhury 
It  takes  a  comfoi  table,  easy 
inaiiuer  .  .  .  and  a  sense  of  humor 
...  to  he  a  good  nurse  .  .  .  Rose- 
mary has  what  it  takes  .  .  .  We 
think  her  patients  will  find 
themselves  lucky. 
Boidinq  I;  Hirimminq  1;  Merit 
List.' 


ALICE  M.  McDEVITT 

14->  Tyndale  St.,  Roslindale 
Alice  is  an  all-around  girl,  who, 
with  ease,  manages  to  attain  a 
good  standard  of  performance  in 
everything  she  does  .  .  .  Swim- 
mitig  and  dancing  are  her  fa- 
vorites .  .  .  Good  luck  as  a  dental 
hygienist. 

DthatiiKj    CI  III)    1;    Boiditiij  1; 
Badminton  1;  Sirimming  1. 


JUNE  I.  Mcdonough 

'20  Huciianan  Rd.,  W.  Roxhury 
.Vcconimodat ing  and  conscien- 
tious, June  has  a  wide  range  of 
interests  .  .  .  swimming,  dancing 
and  tennis  .  .  .  Iler  desire  is  to 
go  to  Teachers  College  and  .  .  . 
you  guessed  it!  .  .  .  he  a  teacher. 
Honor  Roll;  Tatlhr  1;  Frencli 
Club  2;  Tennis  1. 


RUTH  A.  McEACHERN 

.5.^.5  Heech  St.,  Roslindale 
Mac  is  quite  a  gal  whcrcxcr 
there  is  fun  .  .  .  ^ Ou  re  hound  to 
find  her  right  in  the  middle  of 
it  .  .  .  .\motig  her  favorite  sports 
and  liohhies  are  swimming  and 
dancing,  and  her  amhition  .  .  . 
^'up!  .  .  .  Secretary. 
Offirr  S ii  ilrlil/oiiril  7. 


.\NNETTE  M.  McELENEY 

.)((  .Vuguslus  .\,ve.,  Roslindale 
Mac  .  .  .  demure,  quiet,  and  shy 
.  .  .  loves  roller  skating  and  col- 
lecting records  .  .  .  amiahle  dis- 
position, forever  calm  and  un- 
pcrtiirhed  ...  If  all  teachers 
could  only  he  as  sweet  as  Mac! 
Honor  Roll. 


JOAN  E.  McGRADY 

\~i  Willow  St.,  West  Roxhury 
Mac  is  a  model  athlete  and  loads 
of  fun  to  he  with  .  .  .  From  her 
long  list  of  sports,  swimming 
and  dancing  are  her  favorites 
.  .  .  noi)es  to  he  a  secretary  after 
graduation. 

Vnirhook;  Tattler  1 : Girls  liiisket- 
hull  Field  Ilovkeii  1:  Howl- 
ing J;  Tennis  1;  Softball  1. 


GEORGE  R.  McNeil 
9->  Creaton  Rd.,  West  Roxhury 
Mac  is  tops  with  the  hoys  from 
111  ...  liis  and)ition  is  to  he  a 
playhoy,  hut  we  think  he  does 
all  right  now  .  .  .  Lay  that  pistol 
down,  hovl!! 


JANET  M.  McNEIL 

'.h>  (ireaton  Rd.,  W.  Roxhury 
No  matter  how  dreary  the 
weather  or  how  bleak  the  situa- 
lion,  Jan  always  wears  a  bright 
smile  .  .  .  Skiitig  and  reading  fill 
up  her  spare  time  .  .  .  She  heads 
for  Katie  (iibbs'  next  year. 
Tattler  1;  Tennis  1 ;  Had  mi  iiton  1. 


ELEANOR    M.  MIENSCOW 

1  Ki  Spring  St..  West  Roxhury 
V.\v  is  seen  usually  with  the  well- 
known  bowling  ball  in  her  hand 
.  .  .  though  not  in  school,  of 
course  .  .  .  .\  secretary's  position 
is  right  up  her  alley  (no  pun 
intended  .  .  .  not  mnchi ) 
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BARBARA  MILNE 

45  Do  Soto  11(1.,  West  Uoxhury 
Barbara  usually  makes  her 
presence  felt  in  a  very  pleasant 
way  .  .  .  she  is  soft-spoken  and 
gentle  .  .  .  hut  keen  and  (jiiick 
uuderneatli  that  mild  exterior 
.  .  .  We  all  like  to  see  that  .smile! 


ROBERT  W.  MOAN 

4073  Washington  St.,  Koslindale 
Mo  is  the  best-dre.s.sed  man  of 
distinction  from  111  .  .  .  .\ims 
to  be  an  accountant  .  .  .  His 
favorite  sport  is  Ijasehall  .  .  . 
The  First  National  Stores  have 
a  prize  in  Bob. 


DOROTHY  A.  MONAHAN 

io  (  hesbrough  lid.,  W.  Ro.xbury 
Dot,  quiet  and  earnest  ...  can 
be  counted  on  every  time  .  .  . 
An  all-round  athlete,  she  enoys 
bowling  and  dancing  most  .  .  . 
She  has  the  qualifications  for  an 
Al  stenographer. 
Tattler  1;  Office  SiHtchhoanl  1: 
Girls'     Hasi:etbaU     1;  Field 
Hockey  1;  Bowling  2;  Soft- 
ball 2. 


JAMES  J.  MONTGOMERY 

114  Florence  St.,  Roslindale 
There  just  aren't  enough  adjec- 
tives to  describe  all  our  out- 
standing members  .  .  .  We  ad- 
mire Monty  for  his  exceptional 
athletic  prowess  .  .  .  his  never- 
failing  good  humor  .  .  .  his  brain 
.  .  .  and  his  character  .  .  .One 
of  the  best. 

Tattler  Representative  1;  French 
Club  1;  Cadet  Officer  1;  Foot- 
ball 1;  Basketball  2;  Baseball  2. 


JOHN  F.  MOONEY 

16  Eastland  Rd.,  Jamaica  Plain 
Lefty  s  favorite  sport  is  fooll)all 
.  .  .  From  what  we've  seen  of  him 
down  at  (Jun  Rock,  .swimming  is 
a  close  second  .  .  .  Aspires  to 
being  a  millionaire  .  .  .  Now, 
there's  an  odd  ainl)ition. 


MARGARET  A.  MORRI.S 

.'J0.3  Cummins  Mgwy,  Roslindale 
Sis  is  the  gal  who  keeps  you 
laughing  conslantly  .  .  .  She'.s 
an  acconiplislicd  mimic  .  .  .  She 
loves  dancing  and  meeting  peo- 
I)le  .  .  .  It's  even,  Si.s,  because 
they  love  meeting  you. 
Dramatic  Club  I;  Office  Suitch- 
bourd  1;  Gin»  Basketball. 


GRACE  F.  MOSCHELLA 

1!)  Hradstreet  \vf.,  Roslindale 
If  she's  quiet  and  shy  and  docs 
her  work  conscientiously  .  .  . 
that's  Grace!  .  .  .  She  loves  to 
bowl  .  .  .  hopes  some  day  to 
become  a  stenographer  .  .  . 
Loads  of  luck  to  you,  Grace. 
Merit  List. 


ALAN  MUELLER 

71  (  lement  .\ ve..  West  Roxbury 
.\lan  is  notable  for  a  lot  of  things 
.  .  .  His  proficiency  in  the  chem 
lab  .  .  .  his  sharp  Knglish  bike  .  .  . 
to  .say  nothing  of  the  strong  fas- 
cination his  dark  good  looks  have 
for  the  ladies. 


WARREN  A.  MUELLER 

37  Schiller  Rd.,  West  Roxbury 
Moose  .  .  .  with  the  Joe  Palooka 
frame  .  .  .  and  the  Hollywood 
face  and  smile  ...  is  really  just 
a  woodsman  at  heart  .  .  .  He 
aims  to  be  a  banker  ...  At  least 
no  one  will  dare  steal  his  monej'. 

Hockey  2;  Baseball  2. 


BARBARA  A.  MULCAHY 

'2()()  Metropolitan  Ave., 

Roslindale 

One  of  Bab's  most  consuming 
interests  is  whipping  up  a  cake 
.  .  .  friendly  iind  always  sociable, 
one  can  easily  see  why  she  has 
so  many  friends  .  .  .  She  says  her 
aml)ition  is  secretarial  work! 
Tattler   1:  Girls    Glee   Club  1; 


Softball  1. 
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JAMES  F.  MULHERN 

7.5  Walk  Hill  St.,  Jamaica  Plain 
Muz  lias  at  Rossio  for  only 

a  short  wiiiie  .  .  .l)Ut  has  already 
acquirod  a  host  of  friends  .  .  . 
We're  glad  to  have  had  him 
join  us  for  his  senior  year. 


FRANCES  M.  MULLIX 
74  Hilhurii  St.,  Roslindale 
Franny  .  .  .  one  of  the  sweet 
song-birds  of  the  Glee  Cluh  .  .  . 
Spends  summer  months  swim- 
ming and  has  a  fondness  for 
crocheting  ...  Is  looking  forward 
to  Ijeing  a  teacher  .  .  .  Oh!  those 
lucky  kids. 

Girh'  Glee  Club  2;  Spanish  Club  1. 


JOSEPH  F.  MURPHY 
319  Hyde  Park  Ave., 

Jamaica  Plain 
Murph,  one  of  the  likeal)lc  live- 
wires  .  .  .  wants  to  he  President 
of  the  r.  S.,  no  lessi  .  .  .  He  can't 
play  piano  .  .  .  hut  he  can  play 
drums  .  .  .  and  read  music  .  .  . 
and  keep  score!  ...  So  perhaps 
he  can  make  his  goal. 
Serreiuri/    and    President,  Ken 

Club;  Tattler  Representatire  I; 

Boys'  Glee  Club,  Secretary  2; 

Band  3;  Manager  Basketball  2; 

Manager  Hockey  I. 


MARILYN  C.  MURPHY 

50  Northhourne  Hd., 

Jamaica  Plain 
Mai  has  a  real  knack  for  writing 
.  .  .  Painting  and  swimminij 
take  up  her  spare  time  .  .  .  (iooii 
luck,  .Mai. 

Merit  List:  Senior  Council;  De- 
bating Club,  Secretary;  Spanish 
Assembly  1;  Spanish  Club  I; 
Bouling  1;  Tennis  1 ;  Badmin- 
ton 1. 


LAWRENCE  G.  MURRAY 

171  .'Sycamore  St.,  Koslindalc 
Larry  is  the  man-ahout-town  of 
the  forty-niners  .  .  .  (lay  and 
carefree  .  .  .  .Always  nonclialani 
and  agreeable  ...  Ilis  aim  in  life 
is  to  get  into  the  service  .  .  . 
and  out! 
Debating  Club  I. 


DELORES  A.  NAMAKSY 

37  Oriole  St.,  West  Roxbury 
Del,  of  the  distinguished  record, 
has  Ijrains  and  talent  ...  to  say 
nothing  of  being  blond  and 
pretty  .  .  .  She  loves  to  swim  .  .  . 
has  a  domestic  urge  for  sewing 
and  needlework  .  .  .  Plans  to  be 
a  commercial  artist. 
Roslyn  Chapter,  ^^ational  Honor 

Society,  President. 
Honor    Roll;    Yearbook;  Tattler 

Staff  2;  French  Club  2;  French 

Assembly  1. 


BONNIE  A.  NEELY 

1!)  Healton  Hd.,  West  Roxl)ury 
IJonnie  is  really  a  "wee  bonnie 
lass"  .  .  .  with  the  sunny  dis- 
position tliat  goes  with  the 
name  .  .  .  plus  a  charming  sense 
of  humor  .  .  .  Swimming  and 
dancing  claim  her  spare  time 
.  .  .  To  college,  to  become  a 
secretary! 
French  Assembly  1. 


NELLIGAN 

West  Roxbury 
seen  in   that  new 
or  in  Dink's  jalopy 


JOSEPH  L 

•27  Atlantis  St 
Joe  can  be 
Huick  . 

.  .  .  No  doubt  that's  where  he 
acquires  all  his  mechanical  abili- 
ty .  .  .  (lood  on  the  links,  too 
.  .  .  Good  all-round,  in  fact. 
Cadet  Officer;  Hockey  1. 


DOROTHY  M.  NELSON 
15  Harding  Kd.,  Roslindale 
Dottie  is  tall,  blonde,  and  at- 
tractive .  .  .  She  has  a  one-track 
mind  so  far  as  her  outside  in- 
terests go  .  .  .  Roller  skating  .  .  . 
Or  so  she  tells  us  .  .  .  She  hopes 
to  l)e  somebody's  stenographer 
some  day,  too. 
Office  Switchboard  1. 


THERESA  C.  NEVINS 
1-.'  Rodman  St.,  Roslindale 
Terry  is  one  of  the  giiis  who 
has  kept  her   long  tresses  .  .  . 
.Vnd   no   wonder,    for   they  arc 
l)('autiful  .  .  .  Between  dancing 
and   roller  skating,  she  whirls 
through  life  gaily  .  .  .  Her  am- 
bition? ...  .V  secretary. 
Merit  List. 


DAVID  E.  NEWELL 

7  Meredith  St.,  West  Hoxhury 
Hloiuie  and  liaiidsoiiie  Dave  is 
quiet  and  reserved  .  .  .  Hut  out- 
side school  he  is  full  of  fun  .  .  . 
It  couldn  t  be  the  atuiospherel 
.  .  .  He  wants  to  devote  his  life 
to  mechanical  engineering  .  .  . 
a  worthy  anil)ition! 


BARBARA  C.  NICHOLS 

SW  15a ker  St.,  West  Roxbury 
Winsome  Nicky  smiles  her  way 
through  life  .  .  .  and  Rossie  .  .  . 
Dancing  is  her  favorite  pastime 
.  .  .  Don't  look  now  .  .  .  and 
don  t  tell  anyone,  of  course  .  .  . 
but  we  think  there  will  be  a 
secretary  available  in  Nicky. 


ELIZABETH  A.  NICKERSON 

165  Walworth  St.,  Roslindale 
We'd  have  to  resort  to  Holly- 
wood's superlatives  to  describe 
all  the  outstanding  members  of 
our  class  .  .  .  Beth  is  certainly 
one  who  deserves  all  the  praise 
we  could  give  .  .  .  Everyone  loves 
our  sweet,  efficient  secretary. 
Honor  Roll;  Sein'or  Class  Secre- 
tary; Senior  Council  1;  Year- 
book;  Red  Cross  Representa- 
tive 1;  Tattler  Representative  1; 
Tennis  1;  Siviinming  1. 


GRETA  M.  NILSON 

-i-2S  Roslindale  Ave.,  Roslindale 
Greta  is  an  adventurous  and 
happy-go-lucky  young  lady  .  .  . 
She  has  fun  on  skating  parties 
...  and  bowls  too  .  .  .  We  know 
that  she  will  find  success  in  life 
as  a  bookkeeper. 


ROBERT  J.  NIVEN 
6  Carlford  Rd.,  Jamaica  Plain 
We  know  he  likes  boxing  .  .  . 
But  he  says  his  ambition  is  to 
punch  a  hole  in  a  doughnut  .  .  . 
Is  he  kidding? 

Senior  Council ;  Key  Club  1;  Glee 
Club  >;  Band  i;  Football  1; 
Track  1. 


PAUL  C.  NOCCA 

irU;  Beech  St.,  Roslindale 
I'm  id  has  a  smile  that  is  infectiou.s 
and  ii resistible  ...  So  they  tell 
lis  .  .  .  He  is  the  life  of  \\i  .  .  . 
and  his  bon  mots  .  .  .  (Wise- 
cracks to  you )  .  .  .  have  de- 
lighted us  many  times  .  .  .  His 
ambition  ...  to  be  a  success. 
Tattlir  Representutire  1;  Italian 

Club  ,i;  Drum  and  Bugle  Corps 

3,  First  Lieutenant. 


ANN  F.  NOLAN 
H  Sycamore  St.,  Roslindale 
Lovely,      unpretentious,  and 
obliging  .   .   .   .\nii  is  tops  on 
everyone's  list  .  .  .  She  is  a  hard- 
working and  cons<-ientious  mem- 
ber of  the  Senior  Council  and 
the    Yearbook  staff   .    .    .  Her 
chosen  profession  is  that  of  a 
commercial  teacher. 
Honor    Roll;    Senior  Council; 
Yearbook;  Bouiituj  1. 


ROBERT  A.  NORTON 

.)  Lli](la  11  St.,  Roslindale 
■".Vtlas"  is  well-named,  because 
much  of  the  basketball  team's 
goal  fortune  rests  on  his  should- 
ers ..  .  His  greatest  ambition  is 
to  have  a  large  sum  of  money  to 
spend  the  way  he  wants. 
Cadet  Officer  1;  Football  1; 
Basketball  ■} ;  Baseball  1. 


RICHARD  W.  NOVAK 

30  Eastbourne  St.,  Roslindale 
Archie  is  the  little  fellow  with 
the  big  smile  .  .  .  and  the  spark- 
ling wit  ...  He  is  another  car 
fiend  .  .  .  \nA  takes  a  healthy 
interest  in  football  on  the  side 
...  A  regular  fellow  indeed. 


BARBARA  G.  OAKES 

'290  Metropolitan  .\ve., 

Roslindale 

Bar!)  is  that  pretty  girl  with  the 
keen  logical  mind  and  ability  to 
think  and  argue  intelligently  .  .  . 
as  she  shows  us  so  well  in  the 
Debating  Club  .  .  .  She  does  so 
many  things   well   .   .   .  She'll 
make  a  wonilerful  nurse. 
Honor  Roll;  Yearbook,  Associate 
Editor;    Tattler   Staff    J;  De- 
bating Club  o;  Spanish  Club  1; 
Forum  1. 
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MARJORIE  A.  O'BRIEN 

77  Ncpoiiset  Ave.,  Rosliiulale 
Tall,  trim,  and  attractive  .  .  . 
Midge  plans  to  heeouie  a  secre- 
tary .  .  .  She  delights  in  dancing 
anil  howling  .  .  .  Midge  also  loves 
hockey  and  wrestling  .  .  .  (as  a 
spectator,  of  course). 
Office  Sifitchboanl  1:  Hoiiliiuj  1. 


ROBERT  F.  O'BRIEN 

145  Belle vue  St.,  West  Roxhury 
Red  has  done  much  to  l)righten 
the  days  of  the  '4i)ers  at  Rossie 
.  .  .  And  we  don't  mean  just  with 
his  bright  red  hair,  either  .  .  . 
His  sense  of  humor  is  keen  .  .  . 
So  is  his  eve  with  a  howling 
ball. 

Tattler  1 ;  Track  2. 


ROBERT  L.  O'BRIEN 

73  Seymour  St.,  Hoslindale 
OB  is  one  of  the  "I  want  to 
be  a  success"  boys  .  .  .  We  know 
he  could  make  it  as  a  comedian 
.  .  .  Hut  we  wisii  it  to  him  in  any 
field  he  chooses  .  .  .  Hockey  aiul 
baseball  are  his  favorite  sports. 
Tattler  Reprcscntatiie  1;  Base- 
ball 1. 


WALTER  V.  O'BRIEN 

7;}  Johnson  St.,  West  Roxbury 
Obie  is  the  kind  of  a  guy  that 
will  electrify  the  world  .  .  .  as  an 
electrician  of  course.  He  is 
liked  by  all  who  know  him  .  .  . 
and  that,  of  course,  means  all 
of  us. 


JOAN  .\I.  O'I.EARY 
6!)  Walter  St.,  Roslindale 
\  friend  of  everyone  and  a 
frien<l  to  everyone  .  .  .  Joan  is  a 
pianist  and  an  artist  .  .  .  She  is 
also  by  way  of  being  a  tennis 
enthusiast  .  .  .  We  can  really 
envy  tin?  office  tiiat  gels  Joan 
as  a  secretary. 

Tattler  >;  '  Dehatinij  Cliih  .' ; 
French  Club  .i ;  French  .l.v- 
senibly  I. 


EDITH  A.  PACITTI 

l;53  Cummins  Hgwv,  Roslindale 
Kditli  is  ijuiet,  until  you  know 
her  .  .  .  She  never  wears  a  frown 
.  .  .  She  is  a  woman  of  decision 
.  .  .  She  knows  exacthj  what  she 
wants  to  be  .  .  .  the  personnel 
manager  of  a  retail  specialty 
shop. 


CHARLES  L.  PAGLICCO 

o3  l'liill)rick  St.,  Roslindale 
I'ag  is  the  master  of  tiie  muster 
...  if  you  understand  what  we 
mean  .  .  .  His  xotto  race  cracks 
and  his  s])ontaneous  laugh  have 
whiled  away  many  a  dull  mo- 
ment .  .  .  He's  a  most  efficient 
supplies  ilistributor,  too. 


CATHERINE  E.  PARLEE 

i-ii  Baker  St.,  West  Roxbury 
Betty's  delicate  blonde  pretti- 
ness  would  remind  you  of  a 
Dresden  shepherdess  .  .  .  Sweet 
and  gentle  ...  a  real  laily  if  we 
c\er  saw  one  .  .  .  Still  she  loves 
to  l)owl,  ice  skate,  and  swim  .  .  . 
What  a  nuise  she'll  bel 
Merit  Li.it:  Tattler  2. 


MARCIA  L.  PARRY 

LaCirange  St.,  W.  Roxbury 
.Marcia    is    a  Jill-of-all-Trades 
.  .  .  and  a  mistress  of  many,  loo 
.  .  .  Efficient,  entertaining,  cheer- 
ful .  .  .  the  orchestra  is  going  to 
miss  her  golden  tnimiiet  .  .  . 
.^iid  we  re  going  to  miss  Marcia. 
Honor     /{oil;    Senior  Council: 
Tattler  Staff  J;  Orchestra  -i.  Li- 
brarian: Spani.ili  Assembly  1: 
Ba.sketball  J:  Badminton  I. 


ELAINE  M.  PAYSON 
■21  Marea  Ave.,  West  Roxbury 
I'leasant,     serene,  unflustered 
Elaine  .  .  .  loves  to  go  boating 
on  the  ocean  blue  .  .  .  Her  hobliy 
is  photography  .  .  .   We  know 
that    she   will   be  a  competent 
acconntani  .  .  .  skillful  and  in- 
I clligcnt  as  she  is. 
Honor  Roll:  Tattler  Represeiita- 
I're  I :  liadininton  1 . 


JANE  F.  PEARSON 

.")()  Vermont  St.,  West  Roxlmrv 
Jane  is  clieerful,  inni(:il)le,  and 
very  clever  .  .  .  She  should  be  a 
topnotch  journalist  .  .  .  Skiing 
and  mountain  cHmhing  give  hei 
those  lovely  rosy  cheeks  .  .  . 
Watch  out  for  Jane's  dry  humor! 
Rodyn  Chapter,  Nationiil  Honor 
Society. 

Honor  Roll;  Yearbook :  (Hee  Club 
1 ;  French  Club  J. 


MURIEL  L.  PEDERSEN 

1()  Alpheus  Ud.,  Roslindaie 
Muriel  of  the  demure  hangs  is 
social)le  and  fiiendly  .  .  .  always 
ojitimistic  .  .  .  Her  hohhy  is 
dancing  .  .  .  She  loves  all  spoils, 
but  prefers  swimming  .  .  .  Her 
ambition  is  to  become  a  book- 
keeper. 


SYLVIA  A.  PETERSON 

18  Eastwood  Cir.,  W.  Roxbury 
A  friendly  gal  .  .  .  fun  to  be 
with  .  .  .  She's  going  to  be  a 
secretary  .  .  .  My,  but  the  busi- 
ness world  is  lucky  .  .  .  Her  fa- 
vorite sport  is  roller  skating  .  .  . 
Dancing  comes  next. 
Tattler  Staff  1;  Office  Switch- 
board 2;  Bouliiiy  I:  Baihn  in- 
tan  2. 


MARY  A.  PHALEN 

15  Whiteford  St.,  Roslindaie 
The  gal  with  the  beautiful  red 
...  or  should  we  say  auburn? 
.  .  .  hair  .  .  .  Collecting  poems 
provides  Rusty  with  an  inter- 
esting hobby  .  .  .  The  kiddies  will 
love  teacher  Mary's  calm,  low 
voice. 

Merit  L'.it;  Debating  Club  1, 
1'iee  President :  Spanish  As- 
sembly 2;  Spanish  Club  1, 
Treasurer;  Bowling  1;  Tennis 
1;  Swimming  1. 

MARY  PISCATELLI 

38  Charme  Ave.,  Roslindaie 
Mary  is  small,  graceful,  and 
charming  .  .  .  Dancing  is  her 
favorite,  and  she  is  certaiidy 
good  .  .  .  She's  going  to  i)e  a 
secretary  .  .  .  You'll  dance  cir- 
cles around  them,  ^L^ry. 
Office  Switchboard  1. 


IRENE  A.  PITZ 

1  1  1  Durnell  Ave.,  Roslinrjale 
Irene  is  a  studious  girl  .  .  .  Hut 
^hc  makes  studying  seem  like 
the  easiest  thing  in  the  world  .  .  . 
She  likes  to  bowl  anrl  coHeft 
miniatures  .  .  .  She's  going  to  be 
still  another  white-collar  girl. 
Iloiiiir  Holl. 


PATRICIA  C.  POWER 

•>H  Mt.  Hope  St.,  Roslindaie 
Considerate  and  friendly  .  .  . 
always  smilitig  .  .  .  No  wonder 
I'at  has  friends  galore  .  .  .  Swim- 
ming and  roller  skating  are  tops 
on  her  list  .  .  .  .\  prospective 
teacher  .  .  .  Think  you'll  beat 
the  youngsters  to  school,  I'at? 
Merit   List;    Debatiny    Club  I; 

Office  Su  itchboard  1;  Spanish 

(  Inb  1 ;  Tennis  1 ;  Badminton  1 ; 

Junior  Red  Cross  Representa- 

lire  I. 


MARJORIE  L.  POWERS 

•.i  >  Hir<  h  Rd.,  West  Roxbury 
Margiel  We  re  always  thinking 
of  you,  ^largiel  .  .  .  and  remem- 
bering you  as  a  fun-loving, 
s|)orts-l<Jving  gal  .  .  .  ^^  e  think 
you  II  do  well  in  merchandising 
as  a  retail  buyer. 
Office  Switchboard  1;  Swim- 
ming 1. 


PRISCILLA  A.  PRAUGHT 
1(54  Church  St.,  West  Roxbury 
Pat  always  has  a  sunny  smile 
.  .  .  and  her  laugh  is  contagious 
.  .  .  We  don't  mind  catching  it! 
.  .  .  Her  hobby  is  clothes  .  .  . 
Enjoys  sports,  especially  swim- 
ming .  .  .  Lasell  Junior  College 
in  the  fall  for  her. 
(>7('('  Club  2:  Radio  Broadcast  1; 

Office  Switchboard  1;  Tennis  1; 

Swimming  1;  Softball  2. 


GENEVA  R.  PUNCHARD 
i)  (iermania  St.,  Jamaica  Plain 
Wait  a  minute  .  .  .  Here  conies 
JeanI  .  .  .  The  arrive-on-the-last- 
second  girl  made  it  again  .  .  . 
Swimming  and  dancing  are  her 
favorite  pastimes  .  .  .  She  hopes 
to  become  a  bookkeeper. 
Office  Switchboard  I. 
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RICHARD  F.  PUORRO 

■iH  StoUmaii  Ud.,  Rosliiidale 
Dick  is  the  (lahricl  of  "4!)  .  .  . 
His  trumpet  lias  liccii  the  pride 
of  Hossie's  l)aii<l  for  io  tiiese 
three  long  years  .  .  .  He  is  no 
sloueli  at  lualciiig  witii  the  chin 
music,  cither  ...  a  cheerful  j;uy 
to  have  around. 

7'(iH/<7-  Slajf  I:  Cite  Club  1 ;  Ha  ml 
S,  First  Liciitiiiiiiit ;  Orclustra 
ii;  Football  1;  Tnuh  I;  Ihixc- 
ball  1. 


PATRICIA  L.  QUINN 
13(5  Manthoriie  Hd.,  W.  Hoxhiir y 
Pat  is  the  peppy  red-head  who 
has  helped  to  cheer  the  hoys  on 
at  football  f;anies  .  .  .  She  likes 
dancing  and  howling  .  .  .  Her 
future  ...  in  the  "wide  l)luc 
yonder"  as  an  airline  stewardess 
.  .  .  Keep  'em  calm,  Pat. 
Office  Siri  tell  board  1 ;  Cliccr  Leader 
1 ;  Bowling  £. 


JOAN  M.  RAND 

98  Manthorne  Rd.,  W.  Roxhury 
.\lthough  Joan  might  ap[)ear 
serious,  she  really  has  a  grand 
sense  of  humor  .  .  .  With  her 
finger  in  every  sport,  she  prefers 
swimming  .  .  .  (if  we  may  mix  a 
metaphor)  .  .  .  She'll  he  a 
splendid  teacher. 
Merit    Lilt:     Yearbook;  Tattler 

Staff;  lioirlimj  ■};  Badminton 

J;  Siriiii  mint)  I. 


GEORGE  W.  REILLY 

M  Cummins  Hgwy,  l{oslindale 
Hill  is  a  (piict  but  sterling  mem- 
ber of  our  class  ...  In  future 
years  we'll  all  join  the  Knothole 
Club  at  Braves'  Field  .  .  .  At- 
tracted by  that  great  star,  Bill 
Ileilly  .  .  .  clout  one  for  us.  Bill. 
Dramatic  Club  2;  Radio  Broad- 
cast I ;  Trad,-  I. 


VIRGINIA  A.  RICCI 

7  Kilomcna  Rd.,  Itoslindale 
(iinny  loves  dancing  and  bowl- 
ing .  .  .  I$ut  t'specially  she  loves 
music  .  .  .  ami  she  has  a  lovely 
voice  .  .  .  She  plans  to  be  a  secre- 
tary .  .  .  lini  look  out,  (Jinny 
Simms  .  .  .  This  (linny  may 
change  her  niiii<l. 


MARILYN  N.  RICE 

S  Baker  PI.,  West  Roxbury 
.Mai  radiates  charm  and  happi- 
ness .  .  .  .V  wonderful  roller 
skater  .  .  .  good  on  the  blades, 
too  .  .  .  We  thought  we  had  a 
future  skating  champ  in  her  .  .  . 
but  she's  going  to  be  a  secretary. 
Office  S leitcliboard  1. 


REGINA  L.  RICHARDS 

350  15aker  St.,  West  Roxbury 
With  her  sparkling  and  unusual 
personality  .  .  .  Reggie  is  more 
fun  than  a  circus  .  .  .  She  is  a 
baseball  fan  .  .  .  and  lover  of 
music,  both  popular  and  long- 
haired .  .  .  College  is  included  in 
her  i)lans. 

Rosli/n  Chapter,  National  Honor 
Society,  ]'ice  President. 

Honor  Boll;  Tattler  Staff  1; 
Office  Switchboard  1;  Bad- 
minton I;  Spanish  Club  1. 


ANNE  M.  RICHARDSON 

l(i  Cohasset  St.,  Roslindale 
.\iin,  of  the  stunning  clothes  .  .  . 
and  the  various  and  unitpie  hair- 
dos ...  is  one  of  our  many  well- 
dressed  models  .  .  .  She  likes  foot- 
ball .  .  .  and  playing  the  piano. 
Merit  fJst;  Tattler  1;  Badminton 
I ;  Office  Switchboard  1;  Year- 
book' Staff  1. 


CHARLES  A.  RILEY 

-'T  Lindall  St.,  Roslindale 
Tutty  is  a  solid  man  at  solid 
geometry  .  .  .  and  furthermore, 
he's  a  j)itclicr  suih  as  the  Red 
Sox  could  use  to  advantage  .  .  . 
Kveiybody  likes  him  for  his 
ready  smile  and  sunny  disposi- 
tion. 

Football  I ;  Basketball  I ;  Track  I ; 
Baseball  J. 


PATRICIA  A.  RILEY 

1  Marion  St.,  Roslindale 
Jovial  an<l  amiable,  Pat  will 
make  an  efficient  private  secre- 
tary .  .  .her  hobby  is  ])hotog- 
raphy  ...  In  the  sports  line, 
I'at's  favorites  are  bowling  and 
swimming. 

Tattler    Staff    I;    Office  Switch- 
board I ;  Bowling  I. 
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DOROTHY  E.  RING 

111  Wa'.wortli  St.,  Rosliiidiile 
Dottie  is  a  girl  who  always  lias  a 
good  word  for  overyone  .  .  .  and 
vice  versa  .  .  .  She's  a  smooth 
dancer  and  enjoys  collecting 
souvenirs  .  .  .  Hopes  to  use  sales- 
manship background  as  a  de- 
partment store  buyer. 
Merit  Lint. 


KENNETH  M.  RIPLEY 

^7  Moutclair  St.,  Roslinilale 
"Sustiiieo  alias"  i.s  going  to  be 
Kenny's  motto  .  .  .  Just  in  case 
you're  ignorant,  that  means  he's 
going  in  for  aircraft  maintenance 
.  .  .  We  wish  him  luck  .  .  .  he's  a 
good  man. 


HELEN  RIZZELLI 

19  Charme  Ave.,  Roslindale 
Helen  is  quiet,  but  enthusiastic 
as  far  as  baseball  is  concerned 
.  .  .  She  is  a  smooth  dancer  and 
enjoys  taking  snapshots  .  .  .  In 
tends  to  be  a  window  decorator 
.  .  .  Now,  there's  something  dif- 
ferent! 


PAUL  H.  ROBERTSON 

1H4  Spring  St.,  W.  Roxbury 
We  expect  great  things  of  hii 
in  the  field  of  journalism  .  . 
Handy  with  a  paddle  is  lie. 
Cadet  Officer  1;  Ba.ilcetbiill  1. 


JOAN  M.  ROONEY 

28  Hyde  Park  Ave.,  Jam.  Plain 
Joan  is  the  quiet  type  but  sports- 
minded  .  .  .  Her  favorite  is  base- 
ball .  .  .  Upon  graduation  she 
hopes  to  be  a  l)ookkeeper  .  .  . 
The  business  world  will  be  lucky 
to  get  one  like  Joan. 
Merit  List;  Tennis  1;  Badmin- 
ton 1. 
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BARBARA  E.  ROOT 

•i^i  fiardcn  St.,  West  Roxbury 
i5nibara  dots  tilings  quietly  aiul 
efficiently  .  .  .  She's  one  gal 
everybody  likes  .  .  .  .\notlier 
s[)orts'  lover,  she  jjickcd  swim- 
ming as  her  fa\orile  .  .  .  Danc- 
ing her  hobby. 

Honor  Roll;  t  rench  Club  1 ;  liad- 
minton  J;  Bouiinij  ■};  Siiim- 
nniKj  I. 


FRANCIS  ROSE 

:{!)(iO  Washington  St.,  I{(j>lindale 
I'rancis  is  an  elu.sive  sort  of  fel- 
low .  .  .  An  odd  coml)ination  of 
interests  he  claims  as  his  .  .  .  rang- 
ing from  skiing  to  tropical  fish, 
of  all  things  .  .  .  And  with  all  that, 
he  claims  he  wants  to  be  a  piano 
teacherl 


JAMES  A.  ROSE 

4  Mendum  St.,  Roslindale 
Jim  has  a  pleasing  way  an<l  a 
winnitig  smile  .  .  .  He  is  well- 
liked  by  all  who  know  him  .  .  . 
No  doubt  he  will  one  day  be 
President  of  the  Kiwanis  Inter- 
national. 
Key  Club  ^. 


JOSEPH  A.  ROSE 

33  WacluLsett  St.,  Jam.  Plain 
Dodie  beats  even  the  janitors  to 
school  in  the  morning  ...  a 
bright  and  early  bird  .  .  .  We've 
been  thinking  of  setting  up  beds 
in  the  school  for  those  who  rise 
and  shine  before  the  sun. 


MARY  M.  ROWLEY 

502  Baker  St.,  West  Roxbury 
^lary  has  won  everyone's  re- 
spect and  admiration  .  .  .  She 
has  been  a  wonderful  and  hard- 
working vice-president  .  .  .  She 
admires    music   and  basketball 

.  .  Emmanuel  College  is  her 
goal  .  .  .  Aren't  they  lucky! 
Roslyn  Chapter,  National  Honor 

Society  Secretary. 
Honor  Roll;Cla.\s  I'ice  President; 
Yearbook,     .Issociatc  Editor; 

Tattler  Stajf  J;  Tattler  Repre- 

.sentatire  (,'/(•<•    Cinb  1; 

French   CInb   1;   Orchestra  1; 

Basketball  >;  Field  Hockey  1; 

Bowliny  J;  Softball  1. 
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GERALD  N.  RUM  BOS 

163  Beech  St.,  Rosliiuiale 
Gerry  is  :i  real  goi;e  guy  wlicn 
it  comes  to  dancing  .  .  .  He's  no 
slouch  on  the  gridiron  either  .  .  . 
A  possessor  of  a  good  sense  of 
luinior  .  .  .  He's  been  a  great 
boost  to  our  chiss. 
Drum  and  Bntjlv  Corpx  J;  Cadet 

Officer:  Football  ^:  Hochei/  J; 

Track  I :  Hascbal!  1. 


JAMES  J.  RUSH 

497  Hyde  Park  Ave.,  Roslindale 
Her  terriKc  personality  has  won 
Jim  many  friends  .  .  .  Xo  one 
can  remember  ever  seeing  him 
without  that  big  smile  .  .  .  One 
of  Mr.  Pickett's  boys. 
Junior  Red  Cross  Representatiee ; 
Baseball  1. 


ROBERT  H.  SALANDER 

30  Hillings  St.,  West  Roxbury 
Sandy  lias  made  a  real  name  for 
himself  chasing  a  puck  with  a 
stick  .  .  .  Will  the  future  find 
him  chasing  pupils  with  a  hick- 
ory stick?  .  .  .  That's  what  the 
man  says! 
Band  1;  Hockey  2. 


DOROTHY  SAWYER 

(iO.j  Heccli  St.,  Roslindale 
Dot  is  a  vivacious  girl  who  has 
won  many  friends  with  her  won- 
derful manner  .  .  .  Takes  to  the 
water  like  a  fish  and  is  a  graceful 
dancer  .  .  .  She  will  make  a 
charming  secretary. 
French  Club  1;  Badminton  1: 
Sirininiini/  1. 


EDITH  M.  SCHOFIELD 

!»1  Baker  St.,  West  Roxbury 
Edie,  cute,  blond,  and  terrilic  a  I 
the  bowling  alleys  .  .  .  Favorite 
hobby  and  sport?  Bowling,  of 
course  .  .  .  no|)es  to  be  a  house- 
wife .  .  .  Well,  who  doesn't? 
Tdlfler    Staff    I:    Office  Siritcli- 

Imard    I     Basketball    1;  Field 

Hockey  I;  H(netin(/  I;  Tennis 

1;  Softball  I. 


ARAXY  SERGENIAN 

10  Stearns  Rd.,  W.  Roxbury 
The  gal  with  the  cheerful  dis- 
position .  .  .  .\raxy  is  every- 
body's favorite  .  .  .  piano  play- 
ing claims  her  spare  time  .  .  . 
Softball  is  her  favorite  sport  .  .  . 
she  heads  for  college  in  the  fall. 
Roslyn  Chapter,  Nat'onal  Honor 

Society  J. 
Honor    Roll;  Spanish   Club  1; 

French  Cinb  2;  Badminton  1; 

Softball  1. 


PAUL  Z.  SEVOIAN 

771  .American  Legion  Hgwy, 

Roslindale 

.\  resourceful  amateur  chemist 
.  .  .  Sevy  hopes  to  make  chemical 
research  his  profession  .  .  .  We 
expect  him  to  discover  a  new 
element  .  .  .  provided  he  doesn't 
blow  himself  up. 
Spanish  Club  1;  Orchestra;  Cadet 
Officer. 


PHYLLIS  H.  SHALHOUB 

31  High  \  iew  .\ve.,  W.  Roxbury 
Phil  is  dark  and  small,  but  like  a 
big  ray  of  sunshine  wherever  she 
.  .  .  swimming  and  dancing  are 
her  favorites  .  .  .  Her  ambition 
is  to  be  happy  .  .  .  Don't  worry, 
Phil,  you  will  be. 
Office  Snitchboard  1;  Tennis; 
Su  im  uiing. 


JOHN  I.  SHATTUCK 

10  Addington  Rd.,  W.  Roxbury 
Shad  is  the  ])ossessor  of  one  of 
the  largest  frames  in  Rossie  .  .  . 
like  us  he'd  like  to  see  the  world 
.  .  .  with  his  looks  he  could  have  a 
girl  in  every  port. 
lilee  Club  1;  Band  -i ;  Footlmll  .'. 


CYNTHIA  SHAW 

SI  Roslindale  .\vc.,  Roslindale 
(iay,  and  sweet,  Cyniiy  loves  to 
pc(lal  a  bike  .  .  .  Through  the 
medium     of   letter   writing  she 
sprea<ls     good    will    to  foreign 
lands  .  .  .  The  world  needs  more 
people  like  you,  Cynnv. 
Clee    Club    2;   French    Club  >; 
French    Assembly   1;  Spanish 
Assembly  1;  Tennis   I;  Bad- 
minton J. 


BARBARA  A.  SHEA 
!)()  Hdgeiiicie  Ud.,  \V.  Iloxlmrv 
Tlirec  words  sum  up  Sliauiiiiy; 
suiall,  quiet,  and  witty  .  .  .  Fa- 
vorite pastimes  are  ice  skatiii}^ 
and  crocheting  .  .  .  Slie  hopes  to 
travel  around  the  world  .  .  . 
You'll  promote  plenty  of  good 
will.  Barb. 

Office  S iritchhoard  I;  Tciniix  I: 
Swimminij  1. 


KATHLEEN  M.  SHEEHAN 

•254.!)  Centre  St.,  W.  Roxhury 
We're  lucky  to  have  one  of  the 
Sheehan  s  in  our  class,  too  .  .  . 
especially  a  cheerful,  sunny  one 
like  Kathy  .  .  .  (lay  and  amus- 
ing .  .  .  Ah,  but  she's  the  shiny 
one! 

Junior    Red   Cross  Representa- 
tive 2. 


SHARON  L.  SHELDON 

iO  Bradfield  Ave.,  Roslindale 
Sharie  is  unpredictable  .  .  .  her 
pep  and  sense  of  humor  enlight- 
ens many  a  dark  day  .  .  .  collect- 
ing postcards  and  dancing  are 
her  hobbies  .  .  .  swimming  rates 
first  among  sports  .  .  .  plans  to 
be  a  schoolmarm. 
French   Assembly  .2;   Tennis  1; 
Spanish  Assemhli/  2;  Badmin- 
ton 3;  French  Club  2;  Swim- 
ming   1;    Spanish    Club  1, 
President;  Softball  2. 


MARY  G.  SHEPHARD 

33  Clement  .\ve.,  W.  Roxbury 
Mary  has  a  very  alluring  smile 
.  .  .  She  likes  to  dance  and  has 
an  expensive  but  interesting 
hobby  of  collecting  records  .  .  . 
Hopes  to  become  a  private  secre- 
tary .  .  .  And  still  they  come! 
Office  Switchboard  1. 


.JANET  Sn.VA 
\'>  I'arklawti  ltd.,  \V.  Roxbury 
All  hough     definitely  athletic, 
Janet   [dans   to  settle  flown'?; 
and    teach    kindergarten    .    .  . 
That  sense  of  Ijumor  will  be  an 
asset  .  .  .  Did  you  hear?  She 
rather  likes  the  tip  of  the  (,'ape. 
Merit  List;  Senior  Council;  De- 
bating Club;  French  Assembly 
1;  French  Club  2;(iirls'  liaskel- 
ball    1;   Badminton    2;  Soft- 
ball 2. 


DOROTHY  SLACK 

I!)  Summer  St.,  West  I{oxbury 
Dot  tie  .  .  .  cheerful,  kind  and 
helpful  ...  is  always  willing  to 
do  her  share  .  .  .  She  has  been  an 
efficient  hello  girl  at  the  office 
switchboard  for  three  years  .  .  . 
Ciue.ss  what  she  wants  to  be  .  .  . 
A  telephone  operator! 


MARY  T.  SLATTERY 

33  Seymour  St.,  Roslindale 
An  example  of  a  typical  teen- 
ager, .\smeralda  is  interested  in 
football  and  writing  letters  .  .  . 
Where  she  got  that  nickname  we 
don't  know  .  .  .  She'll  be  a  cheer- 
ful secretary. 

Office  Switchboard  1 ;  Cheer  Leader 
'  1;  Girls'  BasL-ctball  1. 


MARILYN  J.  SMITH 

1.5  ^^inton  St.,  Roslindale 
Smitty  has  a  likeable  personali- 
ty ...  a  very  great  asset  .  .  . 
She  will  surely  succeed  as  a 
hookkeeiuT  ...  It  looks  as 
though  she  is  athletic,  too.  She 
also  likes  to  play  the  piano. 
Honor  Roll;  (ilee  Club  2;  Office 
S  witchboard . 


CAROLE  A.  SHIRLEY 

7  Rendall  Rd.,  W.  Roxbury 
Carole  is  a  quiet  girl,  very  easy 
to  get  along  with  .  .  .  Slie  likes 
music  for  a  hobby  and  bowling 
for  a  sport  .  .  .  Lucky  paticnl 
who  has  her  for  a  nurse. 
Merit  List;  Girls'  Glee  Club  1; 

French  Club  2. 


ROBERT  D.  S.MITH 

(),)  Whitford  St.,  Roslindale 
Smitty  is  a  modest  guy  .  .  .  He 
aduuts  his  hobby  is  work  .  .  . 
His  ambition  is  to  woik  .  .  . 
His  favorite  sport  is  work  .  .  . 
Heie's  hoping  it  all  works  out, 
Smitty. 

Football  2;  Track  I;  liaseball  I. 
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JOAN  E.  STEELE 
1!)  Ktlu-1  St.,  HosHihImIc 
Jo  will  make  a  pleasant  and  re- 
liable seeretary  .  .  .  Mii.sicallv 
iiieliiied,  slie  s  always  singing  a 
tune  .  .  .  Ice  skating  agrees  with 
her   very    much.     Tliat  (niiet 
personality  hides  a  heart  of  golii. 
Honor    /{()//;    Y  farl>ook ;  Tultlrr 
Sfdir;    Italian    VI  nh    /,  Vice 
President :  Office  Sieitc/ihoard ; 
Baxketball  1.' 


JOHN  L.  STRAIN 

H  Deiitonter  St.,  Roslindale 
If  silenee  were  golden.  Jack 
would  l)e  a  rieh  man  .  .  .  Even 
though  he  is  very  cpiiet,  we 
know  John  is  a  thoroughly  eap- 
ahle  young  man  .  .  .  He  wants  to 
be  an  electrician. 


CLARA  H.  STRAUT 

-Z  Brookdale  St.,  Roslindale 
Clara  is  a  very  quiet  girl  who 
goes  about  her  business  without 
t)ot hering  anybody  .  .  .  Simmons 
College  should  welcome  her  .  .  . 
How  ling  and  her  homew  ork  take 
up  most  of  her  spare  time. 
Honor  Roll;  alee  Chih  1 ;  Baxhet- 

Ixill  1;  liowliriij  1;  Su-iin  iniiuj . 


EDMUND  SULLIVAN 

81  Knoll  St.,  Roslindale 
Sullie  has  made  a  name  for 
himself  as  one  of  the  hard-work- 
ing point  scorers  on  the  basket- 
ball team  .  .  .  lie's  keen  and 
(|ui(  k  in  lots  of  other  ways,  too 
.  .  .  (iood  luck,  Sullie! 
Bankelball  2. 


FRANCIS  P.  SULLIVAN 

:i07  I'ark  St.,  Wesl  Roxbury 
Frank  is  a  boy  whose  voice  is 
rarely  heard  .  .  .  lie  should  be  a 
good  man  for  the  I''. H.I.  .  .  .  His 
(juiel  manner  conceals  a  good  deal 
of  strength  .  .  .  He  enjoys  football 
on  the  side. 


GERARD  L.  SULLIVAN 

Hrown  .\ve.,  Roslindale 
Jerry  "Moneybags"  Sullivan 
.  .  .  One  of  our  more  active  mem- 
bers ...  If  he  sleeps  at  all,  it 
must  be  during  classes!  .  .  .  Let's 
hope  college  will  give  him  a 
chance  to  rest  a  little. 
Sen ior  Cla.sx  Treasurer ;  Yearbook; 

Tattler    Staff    >;    Key  Club; 

Sjianish  Club;  Band  2. 


JANE  C.  SULLIVAN 
IS  (Jarnet  Rd.,  West  Roxbury 
Jane    really    should    be  nick- 
named "Personality  Kid  '  .  .  . 
She's  overflowing  with  it  .  .  . 
She  wants  to  be  a  nurse,  but 
she  loves  dancing  and  drawing, 
too  ...  In  fact,  she's  an  artist. 
Tattler  Staff  i. 


MARY  L.  SULLIVAN 

i)8  Hrown  Ave,  Roslitidale 
Marylou  definitely  has  a  sense 
of  liumoi  and  a  jileasing  i)er- 
sonality  .  .  .  Like  her  brother, 
she's  interested  in  photography 
and  swimming.  .  .  Her  ambition? 
...  A  secretary. 
Tattler    Representatice   1;  Field 

lloekey  1. 


GERALD  B.  SWEENEY 

Kl  Lorraine  St.,  Roslindale 
Modest  Diz  is  an  all-round 
athlete  .  .  .  with  a  great  heart 
.  .  .  although  he'd  be  the  last  to 
tell  you  .  .  .  He  wants  to  be  an 
electrician  and  give  the  world  a 
shock. 

Drnin  and  Buqle  Corps;  Football 
J;  Traek  J;' Baseball  J. 


BENJAMIN  TALANIAN 
■28  KIdridge  Rd.,  Jamaica  Plain 
Hob  .  .  .  the  bass  drum  ailist 
.  .  .  (s])eaks  softly,  but  cariies  a 
big  stick)  .  .  .  has  a  yen  to  sec 
the  world  from  the  top  of  a 
Ircighl  train  .  .  .  He'll  make  his 
mark  though. 

Rand    J;   Orchestra    -1;  Rasket- 
ball  2. 
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FRANCIS  \.  TESORERO 

'210  Weld  St.,  West  R()xl)iiry 
Tess  is  a  quii-t  sort  of  fellow  .  .  . 
hut  friendly  and  agreeable  .  .  . 
He's  another  sluitter-and-leiis 
fan  .  .  .  and  like  most  men  of 
good  taste,  he  prefers  ha.sehall. 
Yearbook-. 


DONALD  L.  THATCHER 

97  Ladrange  St.,  West  Roxhury 
Don  is  everyone's  friend  ...  A 
good  salesman  .  .  .  witness  his 
work  on  the  Tattler  business 
start'  .  .  .  lie  s  headed  for  an 
engineering  career  .  .  .  All  the 
best,  Don! 

Tattler  1;  Tattler  Rcprexentatire 
1;  (Jailer.  Officer;  Hockey  1: 
Baseball  1. 


AURALYN  RAE  THAYER 

63  Landseer  St.,  West  Roxhury 
Lynne  wants  to  exercise  her  ar- 
tistic talent  by  interior  decorat- 
ing .  .  .  Her  china  doll  collection 
must  resemble  her  in  femininity 
and  charm  .  .  .  Winter  holds 
Lynne's  favorite  sport — skiing. 
Glee  Club  3;  Bowling  2 ;  Tennix  3; 
Badminton  2;  Red  Cross  Repre- 
sentative 1. 


JEANNETTE  J.  THOMAS 

55  Bourne  St.,  Jamaica  Plain 
Tommy  definitely  knows  her 
sports  .  .  .  Not  a  bad  roller 
skater,  too  .  .  .  Besides  favoring 
a  secretary's  job,  she  likes  skiing 
and  swimming  .  .  .  With  that 
sense  of  humor  she  could  go 
places. 

Office     Siritchhoard     1;  Girls 


Basketball  1;  Tennis  1; 
minton  1;  Softball  2. 
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JEANETTE  M.  THOMAS 

4779  Wash.  St.,  West  Roxhury 
Easy-going  Tom  is  an  all- 
around  gal — loads  of  fun  .  .  . 
Swimming  is  her  favorite  sport 
and  ijhotography  is  her  hobby 
...  At  present  she  is  undecided 
about  the  future  .  .  .  But  we 
wish  her  the  best  of  it. 
Tennis  1;  Swimming  1. 


HENRY  R.  THOM.S 

]H\  .Syifiiiics  St.,  llo'^iindaie 
Hank  is  a  fellow  who  never 
o|)cns  his  mouth  unless  he  is  sure 
he  has  the  right  answer  .  .  . 
Thus  he  never  puts  his  foot  in 
it  .  .  .  I'liey  say  he  i.s  quite  a 
good  I  oiler  skater. 


JEAN  B.  THOMSON 

I--'  Hamilton  St.,  West  Roxbury 
(^uict  little  Jean  ha.s  many 
hidden  talents  .  .  .  for  example, 
bowling  and  skating  .  .  .  Her 
socia  biiit.\  will  help  her  in 
Business  ("ollege  ...  Is  the  [jiano 
another  of  her  liidden  talents? 
Office  Sirilchboard  1;  Bouliny  1; 
Had  III  I  iitiiii  I. 


RUTH  E.  TOPJIAN 

107  Aldrich  St.,  Roslindale 
'J'opsy's  sparkling  personality 
keeps  everyone  arounfl  her  in 
good  humor  .  .  .  She  loves  to 
dance  and  is  a  music  enthusiast 
.  .  .  Her  ambition  .  .  .  "To  be  a 
success"  .  .  .  \\  e  know  she  can 
do  that! 

Rosli/n  Chapter,  Xationiil  Ilniinr 
Societi/. 

Honor  Roll;  Class  Prophecy, 
Yearbook;  Tattler  Staff  2;  Glee 
Club  2;  Radio  Broadcast  1; 
French  Assembly  2;  French 
Club  2,  President ;  Bowling  1. 

VIVIAN  B.  TRADD 

498S  Wash.  St..  West  Roxbury 
\  ivian's  personality  suits  her 
ambition  U)  be  a  nurse  .  .  .  for 
she's  cheerful  and  pleasant  .  .  . 
Her  vitality  must  come  from 
swimming  and  skating,  two 
sports  she  loves. 
Off  ice  Switchboard  1. 


LILLIAN  E.  TRANFAGLIA 

S5  Xeponset  .\ve.,  Roslindale 
\\  c  just  can't  imagine  Lillian 
liicycle  riding  and  bowling  .  .  . 
Hut  she  does  both  with  enthusi- 
asm .  .  .  She'll  be  a  reliable 
ty|)ist  .  .  .  Collecting  pictures  is 
her  interesting  hobby. 
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ROBERT  J.  TRAVERS 
14  Neponset  (  t.,  Rosliiidalo 
Hoi)  tries  to  liidc  his  liglit  under 
llie  l)usliel  basket  of  his  iiiodot 
manlier  .  .  .  But  it's  no  go.  Hoh! 
.  .  .  We  all  know  what  a  liright 
guv  he  is  .  .  .  and  what  a  good 
fellow! 

Yearbook-;  Tattler  Staff  1. 


RONALD  K.  TRETHEWEY 

■23  Wendell  Park.  Milton 
Ronnie  is  a  star  at  lots  of  things 
.  .  .  tooting  the  trumpet  .  .  . 
|)luniliiiig  .  .  .  studying  .  .  .  being 
a  good  friend  .  .  .  and  smiling  .  .  . 
His  versatility  knows  no  limits. 
Honor  Roll;  Key  Club  2;Band-i; 
Orchestra  2. 


BARBARA  M.  URLASS 

SI  Montclair  .\ve.,  Roslindale 
Petite  and  demure  Barbara 
makes  a  hit  with  all  of  her 
friends  .  .  .  Her  future  holds  a 
medical  secretaiys  job  .  .  . 
Swimming  and  dancing  are  her 
two  favorite  sports  ...  and  she's 
good  at  them. 

Mrrit  List;  Tattler  Representa- 
tiic  2;  Debating  Club;  Radio 
Broadcast;  Badminton  1. 


DAVID  H.  VAN  HAM 

'238  \  ernioiit  St.,  W.  Roxbuiy 
Just  as  famous  as  Roy  Rogers 
and  Trigger,  is  Dink  and  his  li'l 
ol'  Ford  .  .  .  The  soft  pun  of  the 
motor  at  one  minute  of  nine 
announce.s  the  arrival  of  Dink, 
Inc. 

Tattler  Representative  1;  Che 
Club  I;  Band  .};  Football  1; 
Hockey  1. 


NATALIE  L.  VELARDO 

3.5  Primrose  St .,  Roslindale 
I>ee  must  really  read  .  .  .  she 
averages  high  fin  vocabulary 
tests  .  .  Her  hidden  personality 
will  help  her  in  her  social  work 
.  .  .  Lee  also  goes  in  for  swim- 
ming. 

Dibatinij  Chib  I;  Offiee  Switeli- 
bounl  I. 


ANTOINETTE  A.  VENTRE 

31(1  (  umniins  Hgwy,  Roslindale 
Toni's  own  friendliness  has  won 
her  many  friends  .  .  .  Her 
efficiency  in  typing  and  short- 
hand will  make  her  a  successful 
secretary  .  .  .  she  plays  tennis  a 
lot  and  enjoys  music  in  her 
leisure. 

Honor    Roll;    Italian    Club  1; 
Office  Siritchboard  1. 


PAULA  K.  VOGEL 

640  Weld  St.,  West  Roxbury 
Paula  manages  to  achieve  per- 
fection in  almost  everything  .  .  . 
with  no  apparent  effort  .  .  . 
Lookl  No  hands!  .  .  .  She  has 
been  an  active  member  of  the 
school  .  .  .  and  a  grand  friend. 
Roslyn  Chapter,  National  Honor 

Society  2. 
Yearbook;   Tattler  Staff  1;  Clec 

Club  1;  French  Clnb  2,  ]'ice 

Prexident;  Co-author  of  school 

hyni  n. 


THEODORE  H.  VOZZELLA 

536  Hyde  Park  Ave..  Roslindale 
Ted  s  robust  personality  is  one 
of  the  things  that  make  school 
enjoyable  .  .  .  He  aspires  to  be  a 
contractor  .  .  .  He  will  build  a 
bridge  over  Boston. 
Cadet  Officer. 


SYLVIA  A.  VR.\TTOS 

iO\->  Centre  St.,  West  Roxlmry 
Sylvia  has  a  jileasaiit  personality 
.  .  .  Cheerfulness  is  one  of  her 
greatest  attributes  .  .  .  Piano 
playing,  dancing,  and  ice  skating 
take  uj)  much  of  her  spare  time 
.  .  .  Her  future  plans  include 
secretarial  work. 
(llee  Club  2;  Spanish  Assembly  1; 

Spanish    Club     1,    Secretary ; 

Roirling;    Junior    Red  Cross 

Rrpreseutatire  I . 


PETER  W  ALLACE 

•>()  Piicasant  St.,  W.  Roxbniy 
We  sometimes  wonder  how  long, 
loose  Pete  can  be  so  (|uiet  .  .  . 
(^nile  the  (ilenn  Davis  at  the 
Rock  Howl,  home  of  the  Rag- 
men .  .  .  He  helps  to  keep  the 
girls  of  WCst  Roxbury  lia|)py. 
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DORIS  A.  WALSH 

16  Brookfield  St.,  Roslitidale 
Dolly  is  a  very  friendly  person 
.  .  .  She  always  wears  a  smile  .  .  . 
Drawing  and  reading  are  her 
two  liol)l)ies  .  .  .  lee  skating  is 
her  favorite  form  of  exereise  .  .  . 
Hopes  to  become  a  dental  hy- 
gienist. 

Merit  List;  Office  Switchboard  1; 
Bouling  1;  Tennis  1. 


JEANNE  F.  WALSH 

40  Catherine  St.,  Roslindale 
Popular  Jeannie  .  .  .  Yes,  with 
the  light  brown  hair!  .  .  .  flashes 
her  pretty  blue  eyes  while  danc- 
ing ...  an  activity  at  wliich  she 
knows  few  betters  .  .  .  Her  only 
ambition  is  to  graduate. 
Dramatic  Club  1:  Glee  Club  2; 

Office  Su  itchboard  1 ;  Boirling  1. 


LUCIA  A.  WALSH 

4'-2  Fairview  St.,  Roslindale 
Lu  is  ever  ready  to  lend  a  help- 
ing hand  .  .  .  even  to  the  extent 
of  being  pulled  in  with  you!  .  .  . 
An  all-around  good  sport  .  .  . 
Drawing  and  horseback  riding 
are  her  favorite  hobbies. 
Katharine  Gibbs  is  her  goal. 


MARY  V.  WALTER 

7  Seymour  St.,  Roslindale 
Shorty's  the  sweet  little  girl 
with  the  nice  l)ig  eyes  .  .  .  We 
bet  they  call  her  their  "Million 
Dollar  Baby"  at  the  Five  and 
Ten  .  .  .  She  loves  football  .  .  . 
.\spires  to  a  secretarial  position. 
Field  Hockey  1;  Suimming  1. 


ROGER  D.  WARREN 

389  Park  St.,  West  Roxbury 
Roger's  friendly  smile  .  .  .  and 
his  keen  eye  with  a  basketball 
.  .  .  have  made  him  famous  .  .  . 
His  hobby  is  sports  .  .  .  and  he 
hopes  to  become  either  a  physi- 
cal education  instructor  or  a 
sports  official. 

Tattler  Representative  1 ;  Basket- 
ball J;  Baseball  2. 


CLAIRE  S.  WELLS 

17.3  Brown  .\ve.,  Itoslindale 
'  lairc  with  the  remarkable  sen.se 
111  humor  .  .  .  Right  there  with 
the  ever-helping  hand  .  .  .  She'.s 
an  enthusiastir-  baseball  fan  .  .  . 
("ut.s  a  good  figure  eight  on  the 
ice  .  .  .  Destination  .  .  .  Bo.ston 
Clerical  School. 

Office  Sirilchhoard  I;  Hoirling  1. 


PATRICIA  A.  WELSH 

'H  Lasell  St.,  West  Roxbury 
I'at  is  most  charming  and  inter- 
esting .  .  .  She  rates  baseball  as 
the  number  one  sport  .  .  .  Her 
favorite  [jastirae  .  .  .  reading  .  .  . 
Our  crystal  ball  says  that  she 
will  become  an  expert  book- 
keeper. 

Honor  Boll;  Office  Siritchboard 
1;  Tennis  1 ;  Badminton  1. 


PAULINE  J.  WELTER 

tii)  Eastland  Rd.,  Jamaica  Plain 
\  ivacious  Polly  is  really  quick 
on  the  trigger  .  .  .  She  loves  roller 
skating  and  dancing  .  .  .  Horse- 
hack  riding  is  her  hobby  ...  As 
for  her  future  .  .  .  slie  plans 
to  become  a  secretary. 
Spanish  Assembly  1;  Office 
Switchboard  1 ;  Boirling  1. 


NANCY  F.  WHITE 

■21  Brookdale  St.,  Roslindale 
Nan  is  quite  a  live  wire  .  .  . 
There's  never  a  <lull  moment 
while  she's  around  .  .  .  We  hear 
she's  a  great  basketball  player 
.  .  .  Knitting  is  her  hobby  .  .  . 
She  hopes  to  become  a  medical 
secretary. 

Dramatic  Club  1;  Radio  Broad- 
cast 1;  Office  Switchboard  S; 
Cheer  Leader  1  (All-star  Cheer 
Leader);  Basketball  1;  Bowling 
1 ;  Swimming  1. 


CHARLES  J.  WILD 
8  Carlford  Rd..  Jamaica  Plain 
We  just  can't  help  this  one  .  .  . 
(Excuse  it,  please!  •  .  .  .  but 
we're  jiist  wild  about  Charlie  .  .  . 
Me  claims  to  be  a  fiend  .  .  .  but 
don't  be  alarmed  .  .  .  just  about 
music. 

Key  Club  >:  Glee  Club  >;  Band  S. 
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MADALYN  L.  WILLIAMS 

lOS  Hyde  Park  Ave.,  Jam.  riaiii 
I.yiiii  is  i)e|>i)y  and  full  of  fun 
.  .  .  She  likes  skating  as  hoth  her 
liot)l)y  and  her  favorite  sport 
.  .  .  She's  quite  a  typist  and  plans 
to  do  stenographic  work. 
Bowling  1. 


JANICE  M.  WOLF 

30  Chesl)rougli  Rd..  W.  Roxl.ury 
Jannics    magnetic  personality 
attracts  all  who  come  in  con- 
tact with  her  .  .  .  Her  favorite 
sport  .  .  .  swimming  .  .  .  She  s  a 
master  of  the  ivory  keyboard 
.  .  .  After  college,  she  hopes  to 
become  a  secretary. 
Merit   List;   Senior   Council  1: 
Debuting  Club  J;  SjxiniKh  Ax- 
xembh/    1:    Spanixli    Club  1: 
Boulintj  J:  Co-authnr  of  school 
hymn. 


WALTER  J.  WOOD 

337  Cornell  St..  Hoslindale 
Wally  is  one  of  those  quiet 
people  who  get  a  lot  of  work  done 
without  anyone's  ever  hearing 
about  it  .  .  .  Well,  we  heard, 
Wallyl  .  .  .  .\nd  we  wish  you 
lots  of  luck. 

Tattler  Rcpresentatirc  1;  Basket- 
ball 1. 


DOROTHY  M.  WOOLLARD 

■27(;  Park  St.,  West  Roxbury 
Hutch  is  a  typical  teenager  .  .  . 
full  of  fun  .  .  .  She's  quite  an 
athlete  .  .  .  bowling,  swimming, 
and  dancing  being  her  favorite 
sports  .  .  .  She  loves  to  drive  .  .  . 
Expects  to  become  an  interior 
decorator. 

Office  Switchboard  1. 


HELEN  S.  YAROSH 

■21.S  Cummins  Hgwy,  Roslindale 
Lynn  is  a  very  friendly,  obliging 
person  .  .  .  She's  always  singing 
.  .  .  Dancing  and  swimming  are 
her  favorite  s|)orts  .  .  .  She  must 
like  hard  work  .  .  .  She  wants  to 
be  a  nurse. 
Office  Siritchboiird  1. 


FOSTER  YEADON 

3-2  Ilautevale  St.,  Roslindale 
Foster  is  a  flashy  fellow  with 
his  feet  on  skates  .  .  .  .\  wheel 
on  blades,  in  other  words  .  .  . 
Handsome  and  aH'able  .  .  .  he's 
a  standout  in  many  ways. 
Senior  Council:  Cadet  Officer; 
Football  2;  Hockey  3;  Base- 
ball 2. 


MILDRED  L.  ZUTTE 

■>1.  Brier  Rd.,  West  Roxbury 
Sophisticated-looking  Millie  is  a 
really  down  to  earth  .  .  .  She  has 
a  very  jjleasing  personality  .  .  . 
Dancing  rates  tops  with  her  .  .  . 
She  lio|)es  to  become  a  secretary. 
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WILLIAM  R.  COUNIIIAN 

a">  Walter  St.,  Hosliiidiile 
Billy  is  that  tall,  liandsomp  Id- 
low  with  the  always  pleasant 
and  agreeable  disposition  ...  A 
really  good  gny  and  a  good 
friend  .  .  .  Me  love.s  baseball, 
but  he's  headed  for  an  account- 
ant's l)ertli. 


RICHARD  J.  GIBBONS 

SI  Hinchiirso  St.,  Hosliiidale 
(iood  -  looking,  distinguished. 
Dick  is  (juieter  than  the  pro- 
verbial mouse  .  .  .  However, 
this  silence  tails  to  hide  his 
friendliness  and  good  nature  .  .  . 
His  favorite  .sjjort,  like  that  of 
most  of  us  is  football. 


PAUL  F.  .VIADDOCK 

fi.5  Robert  St.,  Ro-,linflale 
"Nine  out  of  ten  men  |)refer 
blondes"  .  .  .  Well,  we  think  the 
coriver.se  i.s  true  in  Paul's  case 
.  .  .  We're  happy  to  report  a 
little  variety  in  ambition  ...  he 
wants  to  be  a  professional 
soldier. 


GEORGE  A.  CURTIN 

53-2  Hyde  Park  Ave.,  Hoslindale 
If  Curt  gets  along  as  well  in  the 
world  as  he  does  at  Rossie,  he'll 
be  a  great  success  .  .  .  His  ex- 
perience in  scouting  should  help 
in  the  social  work  he  lioi)es  to 
enter. 

Glee  Club  1;  Dm  id  a  ml  liiiylr 
Corps  J,  Drum  Major,  Cap- 
tain. 


ROBERT  J.  HARMS 

U9  Belgrade  Ave.,  Hoslindale 
Hob  has  a  unique  distinction  .  .  . 
that  of  having  the  best  posture 
in  the  class  .  .  .  He  combines  an 
interest  in  art  and  drawing  with 
another  just  as  enthusiastic  in 
football. 
Football  2. 


WILLIAM  L.  .McAVOY 

i\M  Hyde  Park  .\ve..  Jam.  Plain 
Bill  is  ])robably  facing  a  great 
future  with  the  Bruins  .  .  .  Tail- 
ing that,  perhaps  he'll  realize 
his  great  iunbition  .  .  .tf)  inherit 
a  million  .  .  .  Dollars,  we  tliink 
he  means. 
Hockey  4. 


JOSEPH  B.  DENISI 

47  Cohassct  St.,  Hoslindale 
Joe  is  quiet  and  unassuming.  .  . 
but  a  thoroughly  good  Joe  .  .  . 
Everybody  likes  him  .  .  .  We  ll 
bet  you  didn't  know  he  plays  a 
guitar  .  .  .  He  wants  to  be  a 
printer. 


CHARLES  B.  KILLOY 

84  Maple  St.,  West  Hoxbury 
Forty-nine  has  a  lot  of  tall,  good- 
looking  stalwarts  .  .  .  Charlie  is 
one  .  .  .  He  really  cuts  up  the  ice 
in  a  hockey  rink  .  .  .  His  ambi- 
tion is  .  .  .  merely  to  be  success- 
ful. 

Cadet  Officer  1;  Hockey  1. 


RICHARD  w.  Mclaughlin 

41  Addington  Hd.,  W.  Hoxbury 
Dick  has  a  knack  for  keeijing 
people  entertained  .  .  .  either 
with  his  accordion  or  his  guitar 
.  .  .  or  his  volcanic  [jcrsonality 
.  .  .  Success  in  the  music  field  is 
inevitable  for  such  a  talented 

guy- 

Tattler  Staff  1;  Key  Club  2;  Glee 
Club  1;  Spanish  Assembly  1. 


JOSEPH  N.  Dl  NOZZI 

510  Poplar  St.,  Hoslindale 
Joe  is  an  all-around  athlete  .  .  . 
but  his  greatest  success  has  been 
with  Rossie's  famous  hockey 
team  .  .  .  He's  always  ready  to 
laugh  at  a  good  joke. 
Senior  Council:  Drnm  and  Butjle 
Corps  1 ;  Hockey  2. 


BARBARA  MacHARRIE 

-215  Walk  Hill  St.,  Hoslindale 
I5arbie  has  a  sweet,  serious, 
earnest  manner  which  almost  .  .  . 
but  not  quite  .  .  .  conceals  a 
lively  sense  of  humor  .  .  .  The 
gal  is  clever  ...  In  fact,  she  has 
one  of  the  keenest  minds  in  the 
class. 


FRANK  J.  MURPHY 

•2-2  Hexhame  St.,  Hoslindale 
Frank  .  .  .  but  recently  returned 
to  us  .  .  .  and  very  welcome,  too 
.  .  .  is  on  his  feet  all  the  time  .  .  . 
whether  it's  on  the  ice  in  a 
hockey  rink  ...  on  the  diamond 
.  .  .  or  just  living. 
Hockey  2;  Baseball  1. 


JAMES  M.  FALLON 

l(i  Colgate  Hd.,  Hoslindale 
Good-natured  Jim  is  one  of  the 
most  unfailing  cheerful  fellows 
we  know  .  .  .  .\nd  when  we  say 
he  helps  everybody,  we  really 
mean  it  .  .  .  Good  luck  in  your 
drug  store! 

Tattler  Hii)resentatirc  1. 


ROBERT  L.  MacISAAC 

25  Denton  Ter.,  Hoslindale 
Mac  is  one  of  Lieutenant 
Famulari  favorite  boys  .  .  .  He 
is  quite  the  dancer  and  no  doubt 
one  day  he  will  be  a  great  suc- 
cess in  that  field. 


JOAN  M.  MURPHY 

■24  Sy mines  St.,  Hoslindale 
Joan  with  the  lovely  eyes  .  .  . 
she's  positively  sentimental 
about  horses  .  .  .  Horseback  rid- 
ing is  her  favorite  sport  .  .  . 
Xud  what  is  her  ambition?  .  .  . 
Natch!  .  .  .  To  raise  horses. 
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THE  NEW   OLD   LOOK  ' 


THe  h;>ppy  victory! 


CLASS  ELECTIONS! 


CLASS 


OUR  TVIREE  WARDENS 


ov 

MARY  LOCKLIN"; 


We  shall  never  forget  that  September  day  in  194G,  nor  will  anyone 
else  for  that  matter,  for  that  was  the  day  on  whieh  we  gave  Roslindale  Iligh 
School  the  pleasure  of  our  arrival.  Mr.  Warren,  our  Head  Master,  greeted  us 
and  started  us  on  our  way  to  the  lofty  position  we  were  to  hold,  that  of  being 
the  best  class  ever. 

The  hectic  weeks  that  followed,  spent  in  becoming  ac(|Uainted  with 
new  teachers,  learning  the  shortest  way  to  classes,  and  figuring  out  the  fa.stest 
route  to  the  lunchroom,  soon  passed  and  we  were  finally  firmly  established. 

After  report  cards  had  been  given  out,  and  it  was  foimd  that  the 
sophomore  class  had  the  greatest  ])ercentage  of  members  on  the  Honor  Roll  and 
Merit  List,  we  discovered  that  school  wasn't  such  a  bad  place  after  all.  Aspiring 
artists  and  future  journalists  contributed  to  the  Tattler,  chosen  that  year  as  the 
best  school  magazine  in  the  city.  Glee  Club  (for  boys  too!  ),  Debating  ("lub,  and 
sports  were  enjoyed  by  all.  That  was  the  glorious  year  when  our  football  team 
defeated  the  old  rival,  Southies,  thus  administering  a  sad  blow  to  all  in  South 
Boston  High  School.  Our  hockey  team  won  the  District  ("ham])ionship  in  that 
year  also.  Sophomore  talents  became  known  by  our  performances  in  the  French 
and  Spanish  assemblies.  The  newly  organized  Roslyn  ("ha])ter  of  the  National 
Honor  Society  inducted  a  few  distinguished  members  of  our  class  as  honorary 
members.  Our  class  was  in  the  news  again  when  Betty  Kelly,  a  sophomore,  won 
the  Carruthers  Pro.se  Reading  Contest!  At  last,  in  June,  as  we  waved  good-by 
to  the  Class  of  1947.  we  realized  that  our  days  of  wise  foolishness  were  over,  and 
we  were  juniors. 

In  the  fall  we  came  back  to  school  along  with  the  New  Look,  and  both 
we  and  it  caused  a  sensation.  Mi .  Warren,  our  beloved  Head  Master,  had  retired 
with  the  Class  of  1947.  and  Mr.  Coughlin  from  English  High  School  took  his 
I)lace.  Oiice  again  we  proceeded  to  take  the  highest  honors  and  the  greatest 
number  of  places  on  the  Honor  Roll  and  Merit  List.  The  juniors  in  the  Debating 
Club  were  so  good  that  they  were  (piite  cai)able  of  making  the  United  Nations 
sit  up  and  listen.  More  members  of  '49  were  received  into  the  Roslyn  Chapter. 
The  Key  Club,  an  organization  for  boys  sponsored  by  Mr.  Coughlin.  came  into 
being  during  01  R  junior  year.  Pat  Carr,  one  of  our  talented  classmates,  startled 
the  world  by  becoming  the  first  girl  ever  to  win  the  much-treasured  Harvard 
Book  Prize.  Further  honors  were  won  by  the  boys  in  sports,  as  usual.  The  track 
team  distinguished  itself  by  running  off  with  the  District  Championshij).  Hockey 
and  baseball  nuide  creditable  records.  Of  the  l)asketl)all  team, — need  we  say 
morel'   Our  class  was  also  well  rejjresented  when  art  contest  prizes  were  awarded. 

One  of  the  features  of  our  junior  year  was  the  acti\ity  which  took 
place  when  plans  were  made  to  start  a  scholarshij)  fund  for  further  ad\  ancement 
in  studies.  The  dreams  of  Mr.  Warren  and  the  faculty  were  realized  when, 
through  the  efforts  of  various  orgaiuzations  in  the  district,  the  pupils,  and  the 
teachers,  a  fuml  was  raised  to  ])rovide  scholarships  for  deserving  boys  and  girls. 
This  was  to  l)e  named  the  .Vmbrose  B.  Warren  Scholarshi])  Fund. 

In  May  every  inch  of  wall  space  in  the  c(trri(lors  was  covered  with 
campaign  posters  announcing  the  candidacies  of  the  |)articipants  in  the  greatest 
election  of  all  time.  After  spirited  campaigns  and  stirring  speeches,  we  solemnly 
marked  our  liallots.  Paul  ILimlet,  >Iarv  Rowley,  Cerry  Sullivan,  and  Beth 
Nickerson  emerged  hapi)y  and  victorious  after  a  \-ery  close  election.     The  re- 
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iiiainino-  weeks  of  .school  went  by  like  magic,  and  we  were  able  at  last  to  reach  the 
height  we  had  so  long  aspired  to — the  lofty  position  of  members  of  the  senior  class! 

Fall  came  again  with  its  usual  regularity,  and  we  became  the  i)ride 
and  joy  of  Roslindale  High  School.  With  mingled  regret  and  joy  we  learned  that 
Mr.  Coughlin  had  been  elevated  to  the  Board  of  Sui)eriiitendents.  ]Mr.  Thomas 
F.  Gately.  well-known  to  all  of  us  as  Head  of  the  Commercial  Department,  })e- 
came  our  new  Head  Master.  We  were  nni(jue  an<i  distinctive,  as  in  every  other 
respect,  in  that  we  were  the  first  class  in  the  history  of  the  school  to  have  studied 
under  three  Head  Masters. 

'Sir.  Gately  was  w^elcomed  at  our  first  assembly.  Miss  ^NFartell  and 
Mr.  Hartigan,  our  sponsors,  outlined  the  j)lans  for  our  senior  year.  Later,  senior 
counselors  were  chosen  from  each  room  to  represent  the  seniors  and  to  i)lan  our 
activities.  Autumn  days  called  us  to  the  football  field,  there  to  watch  <nir  ioiA- 
ba,ll  team  capture  the  District  Championship.  Suitably  enough,  a  Victory  Dance 
was  our  first  social  event.  We  splurged  on  an  orchestra,  and  a  good  time  was  had 
by  all,  especially  one  Gerry  Sullivan,  whose  treasury  was  growing  by  leaps 
and  bounds. 

Paul  Brennan  of  our  class  was  chosen  to  play  on  Boston's  All-star 
team.  Nancy  White  represented  us  on  the  team  of  cheerleaders.  It  was  a  good 
fight,  but  the  Catholic  All-Stars  won.  At  Christmas  time  the  girls  dressed  many 
dolls  for  the  Junior  Red  Cross.  All  were  beautiful,  but  especially  lovely  were  the 
glamorous  bride  and  her  two  bridesmaids.  The  boys  gave  toys  and  money  as 
their  gifts.  Another  Christmas  project  was  the  Christmas  stocking  for  the 
patients  at  the  West  Roxbury  Veterans'  Hospital.  INIore  than  three  hundred 
gifts  were  sent  to  the  men,  and  the  traditional  program  of  music  and  carols  was 
presented  at  the  hospital. 

The  Debating  Club  continued  its  interesting  forums  on  topics  of 
interest  and  importance.  Our  scholastic  record  continued  unimpaired,  as  the 
senior  class  topped  the  school  in  the  number  of  members  on  both  lists  of  Dis- 
tinguished Students. 

The  events  of  the  year  came  thick  and  fast.  Sports,  of  course, 
occupied  their  share  of  time  and  attention.  In  February  the  Key  Club  sponsored 
a  Valentine  Dance.  Later  our  class  presented  the  senior  play.  What  a  Life,  under 
the  dynamic  direction  of  Miss  Hamrock.  The  bogie  of  the  fateful  letters, 
C.E.E.B.,  stared  many  in  the  face,  as  spring  came  on.  But  spring  brought  also 
the  most  wonderful  night  of  the  whole  year,  the  Senior  Prom.  Now  there  was 
nothing  to  look  forward  to  but  Class  Day  and  Graduation.  That's  all!  Could  it 
be  possible  that  our  high  school  days  were  over?    It  could  be,  antl  they  were. 

There  is  nothing  left  now  for  us  to  do  but  the  important  and  pleasant 
task  of  thanking  Mr.  Warren,  ]Mr.  Coughlin,  and  Mr.  Gately,  our  Head  ^Listers; 
Miss  Martell  and  ^Ir.  Hartigan,  our  sponsors;  and  every  mend)er  of  the  faculty. 
We  thank  them  all  most  sincerely  and  we  bid  a  fond  farewell  to  Roslindale  High 
School,  which  has  given  us  the  happiest  years  of  our  lives. 


MARILYN  C.  MURPHY 
ALBERT  E.  BEATON 
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Good  evening,  ]Mr.  and  ^Irs.  North  and  Sontli  Roslindale,  and  all 
onr  shi])s  on  the  Charles.  .  .  .  Let's  go  to  press!  This  is  Walter  Piiichwell, 
speaking  to  you  from  Roslindale,  the  news  center  of  the  world.  Tonight,  you 
will  be  delighted  to  hear,  I  have  as  niy  guest  none  other  than  Headless  Hopper. 
But  first,  a  few  hundred  words  from  our  sponsors,  those  merry  Tuen.  Breiiiian, 
Cronin,  and  Dunford,  makers  of  Dr.  McCabe's  Magic  Medicine. 

Do  your  teeth  ache?  Have  you  fallen  arches?  Does  your  hair  seem 
shorter  after  a  haircut?  If  you  are  troubled  by  any  of  these  maladies,  get  Dr. 
McCabe's  ]\Iagic  Medicine.  This  effervescent  elixir  supplies  all  the  necessary 
ingredients  to  assure  you  of  a  happy,  if  somewhat  short,  life.  This  j)otent  potion, 
made  from  the  sap  of  the  lonesome  pine,  comes  only  in  the  convenient  five-and- 
a-half  gallon  bottle.    Buy  the  family  size  today.  .  .  .  Only  twenty-nine  cents! 

FLASH!  Fred  Johnson,  radio  bam  from  the  I'uion  of  South  Africa, 
who  last  week  performed  the  remarkable  feat  of  establishing  radio  contact  with 
the  hitherto  isolated  Mooloo  Tribe,  is  spending  a  week  as  guest  of  the  chief, 
James  Kelly.  Fred's  secretary,  ^Liry  Slattery,  informs  us  that  the  enterprising 
Fred  has  sold  a  number  of  television  sets  to  various  Tuembers  of  the  tribe,  includ- 
ing the  Witch  Doctor,  Don  Clancy. 

HOLLYWOOD.  The  latest  report  from  the  film  capital  indicates 
that  the  Kenneth  Lord  i)roduction.  The  hi-Lair,  starring  Fo.-ter  'S'eadon  as  the 
strong  and  silent  suitor,  Pat  Griffin  as  the  forsaken  fiancee,  and  Dorothy  Sawyer 
as  the  other  woman,  will  be  released  next  month.  This  colossal  e])ic  is  a  dramatic, 
stirring  tale  of  the  days  of  the  settling  of  Roslindale,  when  there  was  no  law  west 
of  the  Charles. 

AGALX  HOLLYWOOD.  Connie  (Jarcia,  Cuba's  gift  to  the  dancing 
woild,  la.st  night  thrilled  the  Flash  Bulb  Alumni  at  the  Press  Photographers' 
liall  with  a  rhumba  seldom  seen  so  far  north  of  the  tropics.  Among  the  celebrities 
present  were  ]\Lirgerv  Keefc,  wearing  a  gown  of  ])ure  aluminum,  created  especially 
for  luT  by  Jane  Sullivan.  Also  appearing  on  the  j)rogram  were  the  Dordonis, 
Jean  and  Joan,  whose  unusual  sister  act  is  being  lauded  by  filmland's  nnisic 
critics. 

WASHLNGTOX,  D.  C.  l)ii)l()nKitic  relations  between  the  I  nited 
States  and  Italy  were  almost  severed  this  week  when  the  ambassadors  of  the  two 
countries,  Albert  Beaton  and  Richard  DeCiiacomo,  conducted  a  heated  discus- 
sion as  to  which  country  has  the  prettier  girls.  Beaton  pointed  to  Elaine  Hender- 
son as  proof  of  American  supeiiorify,  whereas  Dediiaeomo  championed  \  irginia 
DeAngelis. 

HOSTOX,  >LVSS.  The  latest  news  from  Beacon  Hill  is  that  Senator 
Waller  O'Brien's  |)ro|)osal  for  a  subterranean  |)assageway  fiom  the  Rosliiulale 
High  School  to  the  Spa  has  been  ratified  by  Mayor  Fred  Ciillis.    The  Sons  of 
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Erin  Construction  Company,  owned  by  Vozzella,  Ciavattone,  and  Paj.dicco, 
who  have  been  awarded  the  contract,  announced  that  excavation  will  \)c^iu 
immediately. 

BOSTON.  A  most  delicate,  dangerous,  and  death-defying  opera!  irjn 
was  performed  this  morning  at  the  Donovan  Memorial  Hospital  on  Robert 
Conley  by  surgeon  John  Maloof  in  an  effort  to  restore  Bol)'s  natural  voice. 
Dr.  Maloof  was  assisted  by  nurses  Connie  Leary,  Florence  Bitz,  Rosemary  Mc- 
Cusker,  and  Carole  Shibley.  The  world  is  still  anxiously  awaiting  the  results. 
This  hos])ital,  you  will  recall,  was  contril)ute(l  to  humanity  by  Diamond-PVank 
Donovan,  who  made  his  millions  in  printing  j)aper  cuirency,  but  who  was  caught 
when  trying  to  pass  a  three-dollar  bill. 

BOSTON  (iARDEN.  There  was  much  commotion  today  at  the 
RoUer-Skate  Review.  It  seems  that  Joan  Murphy,  Bob  Tiavers,  and  Helen 
Largey  were  doing  a  mid-air  leap  when  Trovers  forgot  about  Miss  Largey  and 
let  go  of  her.    As  a  result,  Donovan  Hospital  claimed  another  customer. 

Here's  an  item  just  handed  me.  ^YEST  ROXBURY.  Catherine 
Cronin,  long-time  employee  of  Dorothy  ^Muriel,  has  finally  been  given  a  pro- 
motion. ^Nliss  Cronin's  reputation  was  at  stake  for  a  while  when  it  was  suspected 
that  she  w'as  filling  the  cream  puffs  with  Super-Suds.  However,  when  the  case 
was  turned  over  to  ^like  Coppinger,  master  detective,  he  found  that  Pat  Quinn 
and  Joan  Steele  were  the  guilty  ones.  They  were  quickly  and  quietly  UMUoveil 
to  psychiatrist  Charles  Abbott's  Rest  Home. 

NEW  YORK  CITY.  The  latest  comic  strip,  "Shmoobound,  "  has 
caused  a  sensation  all  over  the  nation.  The  creator,  Bradford  Gaye,  has  moved 
to  Dogpatch  to  be  nearer  his  subject.  "It  will  feel  just  like  home,  "  ({uipped 
Mr.  Gaye,  as  stewardess  Joanne  Connor  helped  him  board  the  plane. 

JA:MAICA  plain.  Pat  Carr  has  pul)lished  her  latest  book.  How 
to  Have  Fun  iriili  tJie  Dictionary.  Miss  Carr  has  also  given  her  permission  to 
William  Hall  and  Barbara  MacDonnell,  of  tiie  Illiterate  Playhouse,  to  i)ro(iuce 
her  recent  play,  Six  Feet  Under,  on  the  ra<lio. 

CITY  HALL,  BOSTON.  Because  of  his  famous  lectures  from  the 
Parkman  Bandstand  on  the  Common,  dealing  with  the  sul)ject,  "Why  Cafeterias 
Should  Serve  Food,"  Paul  Hamlet  has  been  named  Health  Commissioner  of 
Boston.  Mr.  Hamlet's  first  move,  it  was  learned,  will  be  to  improve  the  eating 
habits  of  the  Roslindale  High  School.  This  will  run  into  money,  and  so  he  is 
planning  a  conference  with  millionaire  (Jerry  Sullivan,  who  suddenly  became  rich 
back  in  1949. 
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PAIUS.  Critics  are  raving  about  tlu'  Ballet  Russe  in  which  Tom 
(\)nl()n  is  l)cin<>-  featured  in  a  soft -shoe  dance  with  Vera  Bogacli.  For  a  time  it 
was  feared  that  Mr.  ('onion  would  not  l)e  able  to  go  on,  because  a  butterfingered 
member  of  the  cast  had  dro])j)ed  a  nuirshmallow  on  his  little  toe,  but  the  timely 
arrival  of  Dr.  Maynard  Xretchman,  who  ex])ertly  treated  the  bruise,  made  it 
possible  for  the  show  to  go  on.  Dorothy  Islas,  world-famous  l)allerina,  is  being 
featured  in  a  guest  performance  in  the  act. 

WEST  ROXBURY,  MASS.  Manager  James  Fallon  announced  the 
grand  opening  of  his  new  place  of  business,  "Last-Chance  Drugstore,"  where  he 
will  feature,  in  addition  to  his  singing  waiter,  Paul  McBrien,  the  two  noted  pian- 
ists, Eleanor  Dunner  and  Mary  Harnett.  Moose  ]\Iueller  will  be  on  hand  to 
insure  patrons  of  a  peaceful  evening.  The  establishment  is  located  on  the 
Peter  Wallace  Parkway. 

News  from  OMAHA,  XEB.,  has  it  that  Bill  Kenney,  ice  cream 
magnate,  who  recently  bought  out  Brigliam's,  has  appointed  Robert  Lane  man- 
ager of  the  West  Roxbury  Bianch. 

YL  CHOO  SHMOO,  CHINA.  The  news  ha.s  finally  leaked  out, 
as  we  hinted  to  you  weeks  ago,  that  Paul  Sevoian  and  Vera  Heineman,  working 
together  in  a  secret  laboratory  here,  have  finally  discovered  the  answer  to  a 
schoolboy's  dream  .  .  .  how  to  change  report  card  marks  without  leaving  a 
trace.  After  the  fornnda  is  patented,  the  Chris  Christensen  Engraving  Corpoia- 
tion  will  print  circulars  giving  full  details  for  those  in  need.  Lawrence  Bumpus 
will  manage  distribution,  and  Frank  Kearney  will  be  salesman  for  the  Parkway 
district. 

TIX-PAX  ALLEY.  Paida  Vogel  and  Janice  Wolf  have  published 
another  song.  These  two  comi)osers  have  proved  to  be  a  thorn  in  the  side  of 
Irving  Berlin.  It  seems  that  they  have  published  more  songs  than  Mr.  Berlin, 
and  he  doesn't  like  it. 

ATLANTIC  CITY,  N.  J.  FLASH!  The  judge  for  the  Miss 
America  Beauty  (\)ntest  has  })een  announced.  John  Hansen  has  been  selected 
because  of  hi.'-'  superior  knowledge  of  figures.  Finalists  in  the  contest  are  Dolores 
Clark,  Terry  Inserra,  (jleraldine  Cahill,  and  Edith  Cragin.  Judge  Hansen,  fear- 
ful about  his  ability  to  ])ick  the  winner,  has  asked  Sue  Casey,  beauty  consultant 
to  the  Did  Farmer  s  Aliiiatiae,  to  aid  him. 

WEST  HOXBrUY.  We  have  news  of  a  brand  new  firm  oj)ening 
up  on  the  west  bank  of  the  Charles  Uiver.  This  milHon-doilar  business,  owned 
by  Red  Klynn,  John  Hourihan,  and  l)i/  Sweeney,  will  be  devoted  to  the  manu- 
facture of  stockings. 

And  now  we  i)iiuse  briefly,  but  not  too  briefly,  for  the  longest  word  in 
the  English  language,  the  word  from  I  he  sponsor.  For  the  sparkle  of  your  teeth, 
u.se  Dr.  John  Strain's  Tooth  Powder.  Crejited  from  a  secret  fornnda  which 
even  Dr.  Strain  (locsn't  know,  this  powder  guarantees  it  will  clean  your  tectli, 


hut  it  doesn't  guarantee  your  teeth.  Alice  AFcDovitt,  noted  liygienist,  says, 
"I  use  Strain's  Tooth  Powder  every  day,  and  everybody  says  my  dog  has  the 
prettiest  teeth  in  town."  Lori  Marte!  and  June  Dueinnding  attribute  their  inorlel 
smile.s  to  this  miracle  powck-r.  So  wliy  not  run  down  to  your  nearest  drugstore 
and  buy  the  hand  economy  fifty-pound  bag  today? 

Now  here's  the  latest  from  the  world  of  sports. 

LONDON,  EN(;LAND.  The  United  Slates  has  again  won  the 
01ynij)ic  title  for  speed  skating.  Judges  Jim  Fieely  and  Bob  Selander  gave  the 
award  to  Jane  Broadhurst  with  no  hesitation  whatever.  Marcia  Parry  and  Alice 
D'Amelio,  also  winners  in  their  events,  won  as  prize  a  trij)  around  the  world 
in  a  ten-foot  dory. 

BOSTON.  Noted  sports  writer,  Jimmy  Cavanaugh,  has  predicted 
that  Shorty  Montgomery,  who  has  batted  over  .400  for  three  consecutive  years, 
will  be  named  Most  Valuable  Player  of  1959  ...  in  the  Park  League.  Mr. 
Cavanaugh  also  j)redicted  that  (\ie-Ball  Riley,  who  calls  himself  the  greatest 
pitcher  since  Satchel  Paige,  will  have  to  give  up  that  title  unless  he  wins  more 
than  his  customary  three  games  this  year.  The  District  Championship,  predicts 
Mr.  Cavanaugh  still  further,  will  go  to  the  Roslindale  Alleycats,  recently  formed 
Women's  Football  Team  and  Knitting  Club,  in  which  the  terrific  line  play  of 
tackle  Doris  Flanagan  and  guard  Dotty  Wollard  have  been  standouts.  Hold- 
overs from  last  year's  team  include  Dotty  Slack  at  center,  and  a  fir.st  string  back- 
field  of  Nancy  White,  Barbara  Clapp,  Jeannette  Thomas,  and  Janet  Silva. 

LIKEWISE  BOSTON.  The  :\Iidget  Racing  Cars,  Incorporated, 
owned  by  Stuart  Nash,  announced  that  the  feature  race  next  Saturday  night 
will  be  a  five  hundred  mile  speed  test  in  which  Lorraine  Karam,  Lorraine  Auclair, 
Barba'a  Lord,  and  Loretta  DeDoming  will  race. 

NEW  YORK.  On  her  way  to  radio  Station  NUTS  last  night,  radio 
star  Beth  Nickerson  was  accosted  by  a  tall  masked  man  wearing  a  light  brown 
oveicoat  and  an  Adam  Hat.  He  handed  Miss  Nickerson  a  note  which  said  that 
unless  she  stopped  using  such  corny  jokes  on  her  program,  "A  Day  in  the  Life 
of  William  McAvoy,"  she  would  come  to  a  tragic  end.  Miss  Nickerson  is  now 
in  conference  with  her  writer,  Chips  Chisholm,  in  an  effort  to  avert  the  carrying- 
out  of  the  threat. 

Here  is  a  final  item  from  BOSTON,  :\IASS.  Elizabeth  Malta,  pro- 
prietor of  Malta's  Million  Dollar  Drugstore,  last  night  announced  the  weekly 
special  at  the  soda  fountain  .  .  .  Chocolate  Malta! 

And  with  that  closing  item,  this  is  Walter  Pinchwell  and  Headless 
Hopper,  saying  "So  long  for  now,"  and  returning  you  to  1949. 

RUTH  TOPJIAN 
RAYMOND  HI(.(;iNS 
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We,  the  graduating  class  of  1949,  in  order  to  form  a  more  perfect 
high  school,  establish  honor,  provide  for  the  sophomores  and  juniors  in  future 
years,  promote  them  with  enough  points,  and  secure  the  lockers  from  corridor 
ramblers,  do  ordain  and  e.-tablish  this  will  of  our  class  of  1949  at  Roslindale 
High  School. 

To  Mr.  Guirhj  we,  his  first  senior  class,  leave  best  wishes  for  a  long  reign  as  Headmaster  at 
Roslindale  High  School. 

To  Miss  Mortcll  and  Mr.  Ilartigan  we  leave  the  privilege  of  arranging  all  senior  class  affairs  as 
well  as  they  did  ours. 

To  Mr.  Frank  O'Brien  we  leave  the  memories  of  all  the  mornings  we  had  to  get  uj)  early  for 
ta  rdincss. 

To  Miss  Aznire  we  leave  a  mechanical  picker-upper  that  will  go  around  the  room  after  each  class 
and  pick  up  all  the  candy  wrappers,  lunchbags,  Hoodsie  cups,  and  paint  boxes,  brushes, 
and  pans. 

To  Mr  Donadio  we  leave  paper  enough  to  write  his  book  on  "Commercial  Law  at  R.  11.  S." 
To  Miss  Rnane  we  leave  the  suspense  of  wondering  what  "'wheat  tops"  are. 
To  Mr.  (iiihclr  we  leave  a  chart,  "The  Order  of  InkiTig,"  for  the  new  sophomore  draftsmen. 
To  Miss  Toland  we  leave  a  chocolate  coated  peppermint,  thus  iloing  away  with  the  long-abused 
apple. 

To  Mr.  Kancr  we  leave  a  class  of  bookkeepers  that  can  add. 

To  Miss  Harrington  we  leave  a  class  that  can  really  read  and  understand,  (and  maybe  enjoy) 
Shakespeare. 

To  Mrs.  Jones  and  Mr.  (Ueason  we  leave  a  large-sized  bowl  of  star  fish  for  their  sophomore  biolo- 
gists. 

To  Miss  AVhZ  we  leave  a  small  number  of  atoms  with  which  we  all  know  she  will  enjoy  experi- 
menting. 

To  Mr.  Murray  and  Mr.  Ilartin  we  leave  new  gold  football  pants  for  their  gridiron  next  year. 
To  Miss  Cogan  we  leave  a  class  of  girls  that  will  behave  with  decorum. 
To  Mr.  Reynolds  we  leave  a  hockey  team  that  will  win  all  the  honors. 
To  Miss  lieiil  we  leave  a  left-handed  orchestra. 

To  Mr.  Downey  we  leave  a  new  wing  of  the  gyni  for  his  classes  to  change  into  their  uniforms. 

In  case  this  doesn't  work,  we  leave  a  basement. 
To  Miss  Reilly  we  leave  a  television  set  for  her  to  enjoy  all  the  baseball  games. 
To  M i.fs  Scannell  we  leave  a  long  desired  dude  ranch. 

Paul  Hamlet  leaves  with  the  Lonely  Hearts  Club. 

Mary  Hoirley  leaves  the  vice-presidency  to  some  wortiiy  junior. 

(jerry  Siilliran  leaves  his  smile,  looks,  and  personality. 

lietli  Xirherson  leaves  as  Rossie  s  cutest  class  secretary  ever. 

Diane  Laiesoii  leaves  for  the  nearest  modeling  agency. 

.Maureen  Hanlon  leaves  as  Rossie  s  typical. 

Mary  Harnett  and  .il  Beaton  leave  for  Carnegie  Hall. 

Carol  Johnson  leaves  on  tip  toes. 

Joe  .Murphy  leaves  to  "clierchez  la  feninie." 

Charlie  Wild  leaves  right  after  .Joe  Murphy  as  usual. 

Lori  Martel  leaves  her  nice  smile  and  sliiny  wliite  teeth. 

Mildred  Zntte  leaves  her  powder  puff  and  maybe  a  little  powder  for  some  shiny  nose. 

Foster  Yeadon  and  Virginia  De  .Ingelis  leave  for  Hollywood  on  the  next  freight. 

Doris  Comeaii  and  Pauline  Welter  leave  their  dancing  shoes  to  some  fortunate  junior. 

Benny  Talanian  leaves  the  bass  drum  stick  to  some  cai)able  junior  who  can  read  music. 

Diane  Loretere  leaves  her  never  ending  "swing  and  sway." 

Diek  Piiorro  leaves  to  give  Harry  .Fames  some  c-ompetitioii. 

\'irgiiiia  Field  leaves  for  the  hills. 

Marian   Kane  leaves  her  famous  hairdo. 

.\aney  Johnston  and  Bonnie  Tritheieey  leave  "Side  l)y  ."^idc." 

Roger  Warren  leaves  with  his  stitches  still  to  be  taken  out.  (Southie's  rough  basketball  players, 
you  know! ) 

/'(//  (Irijfin  leaves  with  her  glas.ses  on  for  a  change,  ('i'hat  which  we  have  been  dying  to  see  for 
the  last  three  years.) 
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Vic  Kazah-a  and  Pete  Aslijian  leave  still  trying  to  figure  out  who's  who  for  the  yearhook  catalogue. 
BarJtara  .)filne  leaves.     (Need  we  sa.v  more?) 

M  aril  I.orkUn  leaves  the  honor  of  making  posters  for  this,  that,  and  the  other  to  some  willing  junior. 
Joan  Uatid  leaves  her  wardrobe  to  some  luck.v  junior  girl  who  wants  to  he  one  of  "Rossie's"  best 
dressed. 

Aiiora  I.oiujee  leaves  Jack  I)unfor<l  j\ist  long  ciiougli  to  gel  her  diploma. 

KatJiji  Slieeliaii  leaves  as  the  fourth  Slieehan  to  graduate,  leaving  oidy  four  more  to  come. 

Marie  Mansfield  leaves  for  the  Red  Sox  and  Dom  DiMaggio. 

Claire  Cronin,  liarhara  Bell,  Jean  Tlioin p.son,  Marie  Jaeob.sen,  Dot  I.slax,  and  Si/lria  Peterson  leave 
for  Roll-land. 

Ann  iVo/((«  leaves  as  one  of  the  best  friends  we've  ever  had. 

Dolores  Naniak.sy,  June  Careir,  Jnan  Knhler,  and  Jane  Sulh'ran  leave  their  paint  boxes  and  brushes 

hoping  the.v  won  t  collect  dust. 
Paul  Eldridi/e  and  Marih/n  Hiee  leave  together. 

June  Collins  leaves  us  memories  of  the  good  times  we  shared  with  her. 
Dot  Driseoll  and  June  Leear  leave  still  waiting  for  the  fleet  to  come  in. 
Rita  Lippold  leaves  for  the  bakery  and  Uick. 
Barbara  Giiinan  leaves  for  the  Metropolitan  Opera  Compan.v. 

Jean  LaCrosse,  Marie  Denn,  Patsy  Beck,  Kay  Cronin,  and  PatQninn  leave  as  one  of  the  teams  that 

made  cheering  look  eas.v. 
Lorelta  DeDom  •' n(j,  Pauline  MeDnnald,  Mary  Slattery  and  Xaney  Wliite  leave  Connie  Cuddy  to 

carry  on  the  work  of  tlieir  cheerleader  team  next  ,vear. 
Jane  Broadhurst  leaves  for  the  Ol.vnipics  to  win  all  the  skating  honors. 
Dot  Monahan  leaves  us  memories  of  her  magnetic  personality. 

Betty  Parire,  FInrenee  Bitz,  and  Rosemary  McCuskcr  leave  to  have  their  names  added  to  the  nurses' 

staff  at  the  Deaconess  Hospital. 
Marjorie  Keefe  and  Elaine  Henderson  leave  their  cute  tallness  to  some  sliort  juniors. 
Margie  Dalton  and  Dotty  Ford  leave  still  fighting. 

Pal  Reilly  and  Peijtjy  Clinton  leave  Miss  Rush  in  suspense  as  to  who  is  who. 
Helen  Lanjey  leaves  without  any  gum. 

Barbara  Shea  and  Phyllis  Shalhouh  leave  for  the  nearest  beaches.     (They  should  be  able  to  save 

anvones  life  now  after  a  whole  winter's  instruction  in  the  art  of  swimming.) 
Barbara  Miilcahy  leaves  getting  in  the  last  word  as  usual. 
Ch'cky  C'ceolo  leaves  as  just  a  cute  kid. 

Claire  Wells  leaves  in  a  hurry.    (She  just  got  her  diploma.) 
June  MeDonough  leaves  her  best  friend  Jacqueline  Dal.v. 

Chicky  Lane  leaves  the  seventh  seat  in  the  fourth  row  in  104  empty  of  her  cheerful  presence. 
Joan  Hannon  leaves  for  the  Screen  Actors  Guild. 
Dolores  and  ]''cioria  Clark  leave  gracefully. 

Ed'th  Cragin  leaves  her  beautiful  hair,  which  she  has  been  cultivating  for  the  last  three  years. 
Jean  Hooper,  Jean  Flyiin,  and  \'irginia  Flynii  leave  for  the  Buttercup. 

The  Key  Club  leaves  the  Senior  Class  still  wondering  what  goes  on  behind  those  Librar.v  doors  on 
ever.v  Friday! 

To  the  Custodians  we  leave  a  sign  bearing  the  words  for  which  they  are  famous,  "All  out." 

Now  that  we,  the  members  of  the  class  of  1949  have  paused  in  our 
constant  studying  for  these  few  minutes  to  bequeath  the  above  named  traits 
and  characteristics  to  some  unfortunate  juniors  and  sophomores  we  leave  Ros- 
Hnchde  High  School  with  tears  of  laughter  in  our  eyes,  to  think  that  we  are 
finally  free,  with  no  moie  class  dues,  pictures,  rings,  proms,  and,  last  of  all,  report 
cards  to  worry  about. 

Signed:  ^lary  Locklin 
Joe  ^NFurphv 

Attorneys-at-Lust 


]]'itne,s.<ics: 


Lillet 

Babyface 

Mr.  Five-bv-five 


PIANE  LAWSON  RAIDS 
THe  MOCELlNG  AatHCY' 


JOe  MURPH-?  LEAVeS^ 
"CHERtHeZ.    LA  FEMME' 

Boris  comcao  Atio 


MARIAN  VANE  T£At/Ei 
HER  FAMOOS  HAIR-Po' 


{75> 


Johnson  asd  acNme 

TRETHEWSFV  LEAVE 

'sioe  BY  Side 
Mary  locklin 


CLASS  DAY  COMMITTEE 


Front  Row:  Ann  Xiilan,  Betli  Nickerson, 
Miiry  Locklin,  Barbara  MacDonncll,  Paul 
Hainlft,  F.Iain  c  Henderson,  Mary  Rowley, 
Lorraine  Karani.  Vera  Bagach,  Diana 
Haniaty.  .Iani<-e  Wolf,  llacl:  Koir:  Mau- 
reen Hanlon.  William  Hall.  Raymond  Hig- 
gins.  Barbara  Bell.  Dorothy  Corey,  Albert 
Beaton.  Marilyn  Murphy,  Julia  Consalvi, 
(;erar<l  Sullivan,  Mareia  Parry,  Joseph 
Murphy,  Ruth  Topjian. 


■if' 


DRAMATIC  CLUB 

Front  Row:  Neil  Cronin,  Paul  Hamlet, 
Barbara  .\nderson,  William  Hall.  ISach 
Row:  Robert  Henzler,  Patricia  Carr,  Mary 
Lou  Casey,  Joanne  Crim.  Suzanne  Casey, 
Victor  Kazalsa,  Peter  .\shjian.  Thomas 
Pinkham,  Vera  Heineman,  Caroline  Long- 
ley. 


SK.MOR  COUNCIL 

Front  Hon-  Julia  Consalvi.  Lorraine  Kar- 
am.  Beth  Nickerson.  Paul  Hamlet,  Mary 
Rowlev,  (ierard  Sullivan.  Barbara  Mac- 
i)onn<'ll,  Maureen  Hanlon.  .Sironil  Row: 
Mr.  Hartinan,  Janice  Widf,  .\nn  .Nolan, 
Vera    Bo>;acb.    Klaine    Henderson.  Diana 

H  alv,   Marilvn   Murpliy,    Janet  Silva, 

Miss  \iarlell.  thiril  Row:  Foster  Veadon, 
.iosepii  Di  .Nozzi,  Barbara  Bell,  Wdham 
Hall,  .Marcia  Parry,  John  Hourihan,  James 
Chisolui. 


Tel.  PArkway  7-.'}28.S 
7-7050 


TRETHEWEY  BROTHERS 

GEORGE  S.  TRETHEWEY 

PLUMBING  -  HEATING 
GASFITTING 

Range,  Furnace  and  Heater 
Repairing 
Jobbing  a  Specialty 

4280  Washington  Street 
Roslindale  31,  Mass. 


Congratulations 
to  Class  '49 

From  .  .  . 


ST YLECRAFT 
MEN'S  SHOP 

29  Poplar  Street 
Roslindale  Square 


SCOLLINS  DRUG 

Prcscri  pftoiti.sis 

J.  L.  Scollins  J.  L.  Seollins,  Jr. 

Registered  Phar m acistx 

439  Hyde  Park  Avenue 
Roslindale,  Mass. 


PA  7-08^27 


Com plimoitfi  of 

BLAIR'S  FOODLAND 
Roslindale 


Tel.  PA  7-0939 


CHAIN  DEPARTMENT  STORE 

ROSLINDALE  SQUARE 
AUTO  SCHOOL 

WE  CARRY  COMPLETE  LINE  OF 

Expert  I  list  ruction 

Boys'  Drill  l^niforms 

Reason  able  Rates 

(iirls'  (ivni  Outfits 

4258  Washington  Street 

Roslindale,  Mass. 

Pnnliir  Strppf 

(Second  floor — above  Gas  Co.) 

Roslindale 

PArkway  7-7S26-:\r         PArkway  7-1182 

WASHlNCrlON  SrA 

When  in  Forest  Hills 

Homo  Aladc  Ice  (  ream 

Eat  at  the 

Dinners  Served  Daily 

TERMINAL  LUNCH 

Meet  !/oiir  friends  at  the 
Washington  Sj)a 

4254  Washington  Street 

PArkway  7-2201 

JAY'S  JEWELRY 

HARRY  BERRY 

Diamonds  -  Watches  -  Jewelry 

Painting-  ( 'ontractor 

1  Corinth  Street 

Wall  Paper    Interior  Decoration 

Roslindale,  Mass. 

60  Catherine  Street 

Export  Watch  and  Jcwclrv  Repair 

Roslindale,  Mass. 

01(1  Ciold  aiifl  Sliver  Bought 

Tel.  PA  7-700.) 

MARY  LOU'S  PASTRY  SHOP 

ALLEN  FURNITURE  CO. 

Robert  St.  at  Belgrade  Ave. 

Roslindale,  Mass. 

My  Hyde  Park  Ave.                J  A  2-1669 

OLYMPIA  HATTERS 

Ladies'  Hats  a  S|)ecialty 
44  Hyde  Park  Avenue                    Forest  Hills 

(  '(iiii pli  iiicnln  of 
KjX\L\1  lLiL/\J  o    iVl/\l\.lvr>  1 

426<>  Washington  Street 
Tel.  PA  7- 2  I '20 

Tel.  PA  7-1877 

PAUL'S  BAKERY 

9  Poplar  Street 
Roslindale,  Mass. 

(  Of/I  pi  1  in  fiit.s-  of 

H.  E.  MORRIS  BATTERY  CO. 

42%  Washington  Street 
Roslindale,  Mass. 

Tel.  JA  4-l()4(i 

STEWART  HARDWARE 

Paint  -      all  Paper  -  Hardware 
Kitchenware  and  Appliances 

8  Hyde  Park  Avenue 

At  Forest  Hills  Elevated  Station 

PARKWAY  HOME  APPLIANCE 

iiadio  and  I^lectric  Appliances 
— Expert  Repairing — 
TELEVISION 
4339  Washington  Street                    PA  7-0927 

C'nm  ph  mriifs  of 

A  FRIEND 

Com plimenis  of 

MURRAY  UKRANSKY 

TRANSIT  CLEANSERS 

Quality  Cleansing  -  Expert  Pressing 
For  Call  and  Delivery  Service 

DIAL  JA  4-1636 

Com  pli  m  cuts  of 
r  Arvl^WA  I    rlUolii«i\.  i 

41  Corinth  Street 
Roslindale,  Mass. 

Compliments  of 

GLADS 

Com  plimenis  of 

THOMAS  CULLINANE 

Tel.  PA  7-5369 

HOBART  RADIO  SERVICE 

1     'IPG    111^1      ri  A  in  f*     l^'lflinii  T\PT"»11PP(I 

Television  Repairing 
4275  Washington  Street  Roslindale 

ROSE  BEAUTY  SALON 

27  Corinth  Street  (Opp.  Kresges) 
Roslindale,  Mass. 

Tel.  PA  7-->(iH> 

FOREST  HILLS  MARKET 

High  Grade  Meats,  Fish,  Poultry 
Groceries,  Fruits  and  Vegetables 

12  Hyde  Park  Avenue 

Tel.  JA  4-3932 

Tires  -  Tubes  -  Batteries  -  Lni)riiation 

MCDONOUGH'S 
SERVICE  STATION 

1452  Centre  Street    Roslindale,  Mass. 
Tel.  PA  7-Sl!)() 

Compliments  of 

BUSY  BEE  CLEANSERS 

Roslindale,  Mass. 

UNITED  SHEET  METAL  CO. 

Air  Conditioning  -  A  entilation 
Warm  Air  Heating 

4337A  Washington  Street 

Tel.  PA  7-7518 

ROSLINDALE  RADIO  CENTER 

Radios,  Records,  Televisions 
Radio  Repairs  and  I'hoto  Supplies 

45  Corinth  Street  Roslindale 

Tel.  PA  7-(m31 

H.  MacMUNN 

UPHOLSTERING  AND  REPAIRING 
Free  Estimate 
4549  Washington  Street  Roslindale 

Tel.  PA  7-87()o 


Co»t plinu'nts  of 

ALCO 
TRUCKING  CO.,  INC. 


Complimetits  of  the 

CORNER  STORE 

873  South  Street  Roslindale 
Tel.  PA  7-8-28!) 


MacKINNON'S  HOME  BAKERY 

904  South  Street 
Roslindale,  Mass. 

Tel.  PA  7-f.(i.51-R 

PARKWAY  SERVICE  CO. 

.\nto  Repairs,  Tires,  Batteries 
4192-94  Washington  Street  Roslindale 

Tel.  PA  7-U!K'-M 

MAGNET  HARDWARE 

Keys,  Kitchen  Ware,  Wall  Pa|)er 
.\ppliance  Repair,  Kyanize  Paint 

1421  Center  Street,  cor.  Weld  Street 
West  Roxbury,  Mass. 
Tel.  P.V  7-4,539-.!  Free  Deliienj 


THE  WHITTEMORE  CO. 

Coal  and  Coke 
Building  Supplies 
Fertilizers 

35  Harrison  Street 
Roslindale,  Mass. 

Tel.  I'Arkwav  7-(5()'20 


i 


SERVICE  LAUNDRY 

167  Belgrade  Avenue 

I'Arkway  7-1. '}!)'•> 

7  Willow  Street 
PArkwa\-  7-5668 

'IVl.  PA  7-3814 

LOUIE'S  MARKET 

Meats,  (iroccries,  I'Vuits  aiul  \'('f(ctal>les 
4428  Washington  Street  Roslindale 

Com plinients  of 

WHITNEY  BROTHERS 

flUoz  wasningion  ^rreet 
Roslindale,  Mass. 

CATHERINE  R.  FLYNN 

siip:ll  craft 

Pins  -  Earrings  -  Place  Cards  -  Etc. 

131  Brown  Avenue  Roslindale 

Tel.  P.V  7-000.5-w 

Co  ill  pli  fftrnfs  of 

AGNES  BAKERY 

Com  pi  i  me  lit. <i  of 

MAY  D.  WHITE 

888  South  Street 
Roslindale,  Mass. 

Tel.  PA  7-4i'2()-.J 

MIKE'S  RADIO  REPAIR 

All  Kinds  of  Electrical  .V|)i)liances 
Repaired 

151  Belgrade  Avenue  Roslindale 

PALACE  CLEANSERS 

"IlV.Srrcc  Roi/dlly" 
Call  For  and  Deliver  -  Repairs 
878A  South  Street                        PA  7-1957-R 

GEORGE  HINTON'S 

TYDOL  .SERVICE  STATION 
F'ederal  Tires  -  Prest-o-Lite  Batteries 
172  Belgrade  Avenue  Roslindale 
Tel.  PA 

CAMPBELL  D.  SHAW 

REAL  ESTATE  -  IXSI  RAXCE 
Auctioneer  -  Appraiser  -  Notary  Puhiic 
210  Belgrade  Avenue  Roslindale 
Tel.  PA  7-3765 

MONARCH  HOME  BAKERY 

S pecializiiig  in 
Birthday  and  Wedding  Cakes 
589  Hyde  Park  Avenue  Roslindale 
.1.  M.  Cndelis 

RON  Y ' S 

''Ladies'  Ready  to  Wear" 

48  Corinth  Street  Roslindale 
Tel.  PA  7-8883 

AL'S  LUNCHEONETTE 

{Fnrmerlij  The  Sillioiietti-  i 
4431  Washington  Street  Roslindale 
Tel.  PA  7-7638-M 

Compliments  of 

CRONIN'S  EXPRESS 

Revere,  Mass. 

SULLIVAN'S  PHARMACY 

PRESCRIPTION  HEADQUARTERS 

878  South  Street  Roslindale 
Tel.  PA  7-Gjlt 

C()mpl{»iciifs  of 

THE  SENIOR  GIRLS 
of 

ROOM  106 


(' II  1)1  pi  1  nil' lit s  i>J 

MANTHORNE  PHARMACY 

1741  Centre  Street 
West  Roxbury,  Mass. 
Tel.  I'A  7-IS3.5 

MITCHELL 
Paint  and  Hardware 

14  Birch  Street  Roslindale 

Tel.  I'A  7-;!3(H(                   Hcrl.ort  Milcliell,  I'ro]). 

Com jili niciit.t  of 

FRED  S.  MAYER 

HILL  PHARMACY 

Alfred  Cohen,  Rcij.  Pliurm. 

JEWELER 

734  South  Street  Roslindale 

4404  Washington  Street  Roslindale 
Phones  I'A  7-Sl(i()— 1'>76 

SALVE Y'S 

Barber  and  Beauty  Shop 

" Dedhain' s  most  cxcl iif<ivi'  shop" 

Com pJimcnfs  of 

397  Washington  Street 

A  FRIEND 

Dedham,  Mass. 

DKdliaiii  ;{-147() 

CompUmcnts  of 

PLEASANT  CAFE,  In 

4511-4515  WASHINGTON  STREET 
ROSLINDALE,  MASS. 


Compliments  of 


STONY  BROOK  VILLAGE  CO. 

Stony  Brook,  Hyde  Park 
BOSTON  S  NEWEST  DEVELOPMENT 


Tel.  PA  7-3181           Hours  8  a.in.-6  p.m. 

MacDONALD  and  BISHOP 

READY-PAK 

SUPER  MARKET,  INC. 

Cleansing  and  Repairing 

Free  Pick-up  and  Delivery  Service 

222  Belgrade  Avenue 

Roslindale,  Mass. 

896  South  Street 

Roslindale,  Mass. 

Free  Delivery 

.Tim  MjK'Doiiald                                   Eddie  Hisho]) 

Complinicnt.s  of 


FRANK  A.  FOWLER 

"THe  Class  Ring  Man" 

333  Washington  Street 
Boston,  Mass. 

{Opposite  Historic  Old  South  Church) 

OFFICIAL  JEWELERS  FOR  ALL  CLASSES 
FRO:\I  1937  THROUGH  1950 
ROSLINDALE  HIGH  SCHOOL 


Representing: 

LOREN  MURCHISON  &'  CO. 

Liberty  2-3162 


LEARN 


beauty  culture 


EARN  steady  income 

ENROLL  NOW  

*  Moderate  Tuition 

*  Convenient  payment  terms 

*  Day  -  evening  ■  part-time  classes 

*  GI  Approved 

'  W-iiie  .  .  todatj  foi  out  calato^ue  anJ 
con2^tet£  injotmulion 


Est,  1909 


1§  MANSFIELD  BEAUTY  ACADEMY 


673  Boylston  Street  -  125  Tremont  Street 

Boston,  Massachusetts 

34  Central  Square  -  Lynn,  Massachusetts 


CUT  FLOWERS  and  POTTED  PLANTS 
COHSAdES 
^Ye(l(^in<'•  and  Funeral  Desiyns 


719  South  Street  Roslindale,  Mass. 

( Next  to  Po.stoffice) 
Tel  PArkway  7-7805 


JOHN  S.  DOOLEY 

^t)otograpt)er 

43  Roslin  Street 
Dorchester  24,  Mass. 

Columbia  5-9801 

Specializing  In 
"CANDID"  WEDDING  PICTURES 

Home  Portraits  of 

CHILDREN  -  FAMILY  GROUPS 
BRIDAL  PORTRAITS 
SCHOOL  PROMS 


// 


EXTRA 


ENGRAVINGS 

J 


id 


to 


PHOTO -ENGRAVERS 


ROBERTS  ENGRAVING  COMPANY 


115  SAGAMORE  STREET 


QUINCY  71. MASSACHUSETTS 


In  the  Long  Run 


Ton  and  your  friends 

will  prize  the  portrait  that  looks  like 
you — your  truest  self,  free  from  stage 
effects  and  little  conceits. 

It  is  in  this  "long  run"  photography 
that  PURDY  success  has  been 
won. 

Portraiture  by  the  camera  that  one 
cannot  laugh  at  or  cry  over  in  latter 
years. 

For  present  pleasure  and  future  pride 
protect  your  photographic  self  by 
having  PURDY  make  the  por- 
traits. 

Pleasing  Portraits  I 
Prompt  Service  \ 
Rigid  Prices  * 

OFFICIAL   PHOTOGRAPHER   OF   CLASS    OF  1949 

PURDY 

Means  Satisjaction  Guaranteed 

160  TREMONT  STREET 
Boston 


SPECIAL  DISCOUNT  TO  ALL  R.  H.  S.  STUDENTS 


created  and  produced 
by  our  skilled  craftsmen  is  always 
appreciated  for  the  excellence  of  its 
desisn  and  quality  of  workmanship. 


ONE  SIXTY  V^'ARREN  STREET 
BOSTON,  MASSACHUSETTS 


